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Chapter 1 
INTRODUCTION 



1.1 ABOUT THIS GUIDE 

This guide provides technical information about Compaq Deskpro EX Series of Personal 
Computers. This document describes in detail the system's design and operation for programmers, 
engineers, technicians, and system administrators, as well as end-users wanting detailed 
information. 

The chapters of this guide primarily describe the hardware and firmware elements and primarily 
deal with the system board and the power supply assembly. The appendices contain general data 
such as error codes and information about standard peripheral devices such as keyboards, graphics 
cards, and communications adapters. 

This guide can be used either as an online document or in hardcopy form. 



1.1.1 ONLINE VIEWING 



Online viewing allows for quick navigating and convenient searching through the document. A 
color monitor will also allow the user to view the color shading used to highlight differential data. 
A softcopy of the latest edition of this guide is available for downloading in .pdf file format at the 
URL listed below: 



http://www.compaq.com/support/techpubs/technical reference guides/index.html 

Viewing the file requires a copy of Adobe Acrobat Reader available at no charge from Adobe 
Systems, Inc. at the following URL: 

http://www.adobe.com 



When viewing with Adobe Acrobat Reader, click on the (_^ ) icon in the tool bar to display 



the navigation pane for quick access to any section in the guide. 



1.1.2 HARDCOPY 



A hardcopy of this guide may be obtained by printing from the .pdf file. The document is 
designed for printing in an 8 '/i x 1 1-inch format. Note that printing in black and white will lose 
color shading properties. 
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1.2 



ADDITIONAL INFORMATION SOURCES 



For more information on components mentioned in this guide refer to the indicated 
manufacturers' documentation, which may be available at the following online sources: 

♦ Compaq Computer Corporation: http://www.compaq.com 

♦ Intel Corporation: http://www.intel.com 

♦ Standard Microsystems Corporation: http://www.smsc.com 

♦ Texas Instruments Inc.: http://www.ti.com 

♦ USB user group: http://www.usb.org 



The unit's serial number is located on a sticker placed on the exterior cabinet. The serial number 
may also be read with the Compaq Diagnostics or Compaq Insight Manager utilities. 



1.3 



MODEL NUMBERING CONVENTION 



The model numbering convention for Compaq Deskpro units is as follows: 




Removable storage: b = CD/CDRW, c = CD, d = DVD, r = CDRW, z = ZIP 
Memory (in MB) 

OS type: 2 = Windows 2000; 6 = Dual install. Windows NT 4.0 or 2000) 
Chipset type (b = 81 OE, e = 81 5E) 
Hard drive size (in GB) 

Processor speed (3 digits, in MHz; 2 digits, in GHz) 
Processor type: C = Celeron; P = Pentium 

Form factor: S = Small form factor, L = slim desktop, C = Convertible minitower 



1.4 



SERIAL NUMBER 
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1.5 NOTATIONAL CONVENTIONS 

The notational guidelines used in this guide are described in the following subsections. 



1.5.1 VALUES 

Hexadecimal values are indicated by a numerical or alpha-numerical value followed by the letter 
"h." Binary values are indicated by a value of ones and zeros followed by the letter "b." 
Numerical values that have no succeeding letter can be assumed to be decimal unless otherwise 
stated. 



1.5.2 RANGES 

Ranges or limits for a parameter are shown using the following methods: 

Example A: Bits <7..4> = bits 7, 6, 5, and 4. 

Example B: IRQ3-7, 9 = IRQ signals 3 through 7, and IRQ signal 9 



1.5.3 REGISTER NOTATION AND USAGE 

This guide uses standard Intel naming conventions in discussing the microprocessor's (CPU) 
internal registers. Registers that are accessed through programmable I/O using an indexing 
scheme are indicated using the following format: 



03C5.17h 




Index port 
Data port 



In the example above, register 03C5.17h is accessed by writing the index port value 17h to the 
index address (03C4h), followed by a write to or a read from port 03C5h. 



1.5.4 BIT NOTATION AND BYTE VALUES 

Bit designations are labeled between brackets (i.e., "bit <0 >"). Binary values are shown with the 
most significant bit (MSb) on the far left, least significant bit (LSb) at the far right. Byte values in 
hexadecimal are also shown with the MSB on the left, LSB on the right. 



Compaq Deskpro EN Series of Personal Computers 
Third Edition - October 2001 



1-3 



Chapter 1 Introduction 



1 .6 COMMON ACRONYMS AND ABBREVIATIONS 

Table 1-1 lists the acronyms and abbreviations used in this guide. 





Table 1-1. 




Acronyms and Abbreviations 


MUl Uliy lll/MUUl c VldLIUIl 


LfcsUI ipLIUII 


A 

A 


ampere 




alternating current 


AL/K 1 


Advanced Configuration and Power Interface 


A/U 


analog-to-digital 


A i^D 


Accelerated graphics port 


A Dl 

Arl 


application programming interface 


Ar lU 


Advanced Programmable Interrupt Controller 


ArM 


advanced power management 


A 

AUL 


Ali-M-1- r\r^ 1 AMTM 

Alert-Un-LAN 


A Cli^ 

Aolu 


application-specific integrated circuit 


AX 

A 1 


1) attention (modem commands) 2) 286-based PC architecture 


ATA 
A 1 A 


AT attachment (IDE protocol) 


ATA Dl 

A 1 AK! 


AT attachment w/packet interface extensions 


A\/l 

AVI 


audio-video interleaved 


A\//^ A 

AVoA 


Advanced VGA 


A Wo 


American Wire Gauge (specification) 


DAT 

dA I 


Basic assurance test 


dUU 


binary-coded decimal 


blUo 


basic input/output system 


bis 


second/new revision 




Bayonet Neill-Concelman (connector type) 


bps or b/s 


bits per second 


Don 


Bootstrap processor 


D 1 U 


Built to order 




OUIUlllll dUUiCoo olIUUC 


CD 


cxsmpact disk 


CD-ROM 


compact disk read-only memory 


CDS 


compact disk system 


CGA 


color graphics adapter 


Ch 


Cfiannel, ctiapter 


cm 


centimeter 


CMC 


cache/memory controiier 


CMOS 


complimentary metal-oxide semiconductor (configuration memory) 


Cntir 


controiier 


Cntrl 


control 


codec 


1 ) coder/decoder 2) compressor/decompressor 


CPQ 


Compaq 


CPU 


central processing unit 


CRIMM 


Continuity (blank) RIMM 


CRT 


cathode ray tube 


CSM 


Compaq system management / Compaq server management 



Continued 
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Table 1-1. 


Acronyms and Abbreviations Continued 


Acronym/Abbreviation Description 


DAC 


diqital-to-analoq converter 


DC 


direct current 


DCH 


DOS compatibility hole 


DDC 


Display Data Channel 


DIMM 


dual inline memory module 


DIN 


Deutche IndustriNorm (connector type) 


DIP 


dual inline package 


DMA 


direct memory access 


DMI 


Desl<top management interface 


dpi 


dots per inch 


DRAM 


dynamic random access memory 


DRQ 


data request 


EDID 


extended display identification data 


EDO 


extended data out (RAM type) 


EEPROM 


electrically eraseable PROM 


EGA 


enhanced qraphics adapter 


EIA 


Electronic Industry Association 


EISA 


extended ISA 


ERR 


enhanced parallel port 


EIDE 


enhanced IDE 


ESCD 


Extended System Configuration Data (format) 


EV 


Environmental Variable (data) 


ExCA 


Exchangeable Card Architecture 


FIFO 


first in / first out 


FL 


flag (register) 


FM 


frequency modulation 


FPM 


fast page mode (RAM type) 


FPU 


Floating point unit (numeric or math coprocessor) 


FPS 


Frames per second 


ft 


Foot/feet 


GB 


gigabyte 


GMCH 


Graphics/memory controller hub 


GND 


ground 


GRIG 


general purpose I/O 


GROC 


general purpose open-collector 


GART 


Graphics address re-mapping table 


GUI 


graphics user interface 


h 


hexadecimal 


HW 


hardware 


hex 


hexadecimal 


Hz 


Hertz (cycles-per-second) 


ICH 


I/O controller hub 


IDE 


integrated drive element 


IEEE 


Institute of Electrical and Electronic Engineers 


IF 


interrupt flag 


l/F 


interface 



Continued 
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Table 1-1. 


Acronyms and Abbreviations Continued 


Acronym/Abbreviation Description 


in 


inch 


INT 


interrupt 


I/O 


input/output 


IPL 


initial program loader 


IrDA 


InfraRed Data Association 


IRQ 


interrupt request 


ISA 


industry standard architecture 


Kb / KB 


kilobits / kilobytes (x 1024 bits / x 1024 bytes) 


Kb/s 


kilobits per second 


kg 


kilogram 


KHz 


kilohertz 


kV 


kilovolt 


lb 


pound 


LAN 


local area network 


LCD 


liquid crystal display 


LED 


light-emitting diode 


LPC 


Low pin count 


LSI 


large scale integration 


LSb / LSB 


least significant bit / least significant byte 


LUN 


logical unit (SCSI) 


m 


Meter 


MCH 


Memory controller hub 


MMX 


multimedia extensions 


MPEG 


Motion Picture Experts Group 


ms 


millisecond 


MSb / MSB 


most significant bit / most significant byte 


mux 


multiplex 


MVA 


motion video acceleration 


MVW 


motion video window 


n 


variable parameter/value 


NIC 


network interface card/controller 


NiMH 


nickel-metal hydride 


NMI 


non-maskable interrupt 


NRZI 


Non-return-to-zero inverted 


ns 


nanosecond 


NT 


nested task flag 


NTSC 


National Television Standards Committee 


NVRAM 


non-volatile random access memory 


OS 


operating system 


PAL 


1.) programmable array logic 2.) phase alternating line 


PC 


Personal computer 


PCA 


Printed circuit assembly 


PCI 


peripheral component interconnect 


PCM 


pulse code modulation 


PCMCIA 


Personal Computer Memory Card International Association 



Continued 
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Table 1-1. 


Acronyms and Abbreviations Continued 


Acronym/Abbreviation Description 


PFC 


1 LtWt;! 1 dOLUI UUI 1 t^ULIUI 1 


PIN 


|Jt;loUilCll lUt^lILM lUdLIUI 1 1 lUI 1 lUCl 


Pin 


Prrtnrammorl I/O 

r 1 1 Clllllllt^U \I\J 


POST 




PROM 


pi uyi cii 1 II 1 iciuic icciu uiiiy iiidiiuiy 


PTR 


(JUII llCl 


RAM 


ranHnm a/^f^occ momr\r\/ 
iciiiuuiii ciOLrCoo iiiciiiuiy 


RAS 








RHRAM 


^nirprt^ RamhiiQ RRAM 


RGB 


roH/nrf^on/hli lo ^monitor inrtiit^ 


RH 


F?p|ati\/p hiimirlitv 

r\dc3Li vc 1 lu 1 1 iikJi Ly 


RMS 


rriAt moan cm inro 

lUUL lllt^dll oLfUdlt^ 


ROM 


it^du uiiiy iiit^iiiuiy 


RPM 


rci\/rili itiAnc nor miniito 
1 VUIU LIUI lo yjKii IIIIIIUIC 


RTC 


rpf)l tiiTiA pinpk 

1 Cell III 1 IC? l^lUOr\ 


R/W 


rvCdU/ VVI lie 




oiiidii uuiiipuici oyoiciii iiiiciidLrC 


cnRAM 


oyi loi ii ui luuo L^yiidiiiiv/ ix/aivi 


SEC 


^innlo FHno-r^nnnpptnr 
oil ly ic 1 Ljy c >_/ui 1 1 icL-iui 




ot^L^UcI ILIdl UUIUUl dVcLi IllolilUilt^ ^ocLj Ut^l 1 LictI UUIUI Willi IllclllUiy^ 


on 


oiyi 1 1 idy 




Oyi ll^l n Ul lUUo Oid|Jllll/0 rxrAIVI 


SIMD 


^innlp iriQtri iptinn miiltinip Hata 

OlliyiC II lOLI UL-LII^I 1 IIIUILIIJIC VJdLd 


O MVMVI 


cinnio in-linp rnpmAr\/ itiaHiiIp 
oiii^itj III iiiit; iiit^iiiuiy iiiuuuiu 


SMART 


Self Monitor Analysis Report Technology 


SMI 


system management interrupt 


SMM 


system management mode 


SMRAM 


system management RAM 


SPD 


serial presence detect 


SPDIF 


Sony/Philips Digital Interface (IEC-958 specification) 


SPN 


Spare part number 


SPP 


standard parallel port 


SRAM 


static RAM 


SSE 


Streaming SIMD extensions 


STN 


super twist pneumatic 


SVGA 


super VGA 


SW 


software 



Continued 
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Table 1-1. 


Acronyms and Abbreviations Continued 


Acronym/Abbreviation Description 


TAD 


Lclt^|Jl lUl Itr dl loWt^i II llj UUVIOt^ 


TAFI 


1 cl 1 1 pt^ 1 a LU 1 C 1 loll Ikj /Al lU ncll 1 OUI III Ul II llcyi aLCU Ltll LtUll 


TCP 


tapG carriGr packago 


TF 


tran flaa 


TFT 


thin-film transistor 


TIA 


"P@l@Qomnnunications Information Administration 


TPE 


twi^tpd nair pthprnpt 


TPI 


track psr inch 


TTL 


transistor-transistor looio 


TV 


Xq\q\j'\^\OW 


TX 


transmit 


UART 


univGrsal asynchronous rocoivGr/transmittGr 


UDMA 


Ultra DIVIA 


URL 


Uniform rGsourcG locator 


us / |1S 


microsGcond 


USB 


Universal Serial Bus 


UTP 


unshielded twisted pair 


V 


volt 


VESA 


Video Electronic Standards Association 


VGA 


video graphics adapter 


VLSI 


very large scale integration 


VFiAIVI 


Video RAM 


W 


watt 


WOL 


WakG-On-LAN 


WRAM 


Windows RAM 


ZF 


zGro flag 


ZIF 


zero insertion force (sockot) 
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Chapter 2 

SYSTEM OVERVIEW 



2.1 INTRODUCTION 

Compaq Deskpro EX Series Personal Computers (Figure 2-1) deliver quality computing and meet 
essential business needs. Based on the latest Intel Celeron and Pentium III processors with the 
Intel 8 lOe or 8 15 Chipset, these systems provide high performance for price-conscious businesses. 
This guide also covers Deskpro EXS models, which are hardware/software packages that provide 
ready-to-run solutions for small-to-medium businesses. All models are easily upgradable and 
expandable to keep pace with the needs of the office enterprise. 




Compaq Deskpro EX Minitower 





Compaq Deskpro EX Desktop 



Compaq Deskpro EX Microtower 



Figure 2-1. Compaq Deskpro EX Series Personal Computers with Monitors 
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2.2 FEATURES AND OPTIONS 

This section describes the standard features and available options. 

2.2.1 STANDARD FEATURES 

The following standard features are included on all models: 

♦ Intel Pentium III or Celeron processor in FC-PGA370 package 

♦ Three PCI slots 

♦ Instantly Available PC 

♦ Two DIMM sockets for PC133-type SDRAM 

♦ AC'97 audio subsystem with Mic In, Line In, and Headphone/Line Out jacks 

♦ 3.5 inch, 1.44-MB diskette drive 

♦ 48x Max CD-ROM drive 

♦ IDE controllers with UATA/66 mode support 

♦ Hard drive fault prediction 

♦ One parallel, one serial, and two USB interfaces 

♦ APM 1.2 power management support 

♦ Plug 'n Play compatible (with ESCD support) 

♦ Intelligent Manageability support 

♦ Energy Star compliant 

♦ Security features including: 

• Flash ROM Boot Block 

• Diskette drive disable, boot disable, write protect 

• Power-on password 

• Administrator password 

• Serial/parallel port disable 

♦ PS/2 Compaq Easy- Access keyboard wAVindows support 

♦ PS/2 Compaq Scroll Mouse 

Table 2-1 shows the differences in features between the Deskpro EX series based on form factor: 







Table 2-1. 






Deskpro EX Feature Difference Matrix 






Desktop 


Microtower 


Minitower 


Chipset 


815 


81 Oe 


815 


BIOS 


Compaq 


AMI 


Compaq 


Chassis type 


mATX 


^ATX/ATX 


ATX 


AGP or AMR slot 


AGP 


AMR 


AGP 


Drive bays 


4 


4 


5 


2"° Serial or Game port 


2"° Serial 


Game 


2™ Serial 


Power Supply 


120 watt 


145 watt 


200 watt 
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2.2.2 OPTIONS 



The following items are available as options for all models and may be included in the standard 
configuration of some models; 



♦ System Memory; PC 133 64-MB DIMM (non-ECC) 

PC 133 128-MB DIMM (non-ECC) 
PC 133 256-MB DIMM (non-ECC) 

♦ Hard drives/controllers: 1 0-, 1 5-GB, or 20-GB UATA/66 hard drive 



♦ Removeable media drives; 8x/4x/32x CD-RW drive 

10x/40x Max DVD-ROM drive 
LS-120 Super Disk drive 
PCI DXR DVD Decoder kit 



♦ Graphics Monitors; Compaq P700 17" CRT 

Compaq P900 19" CRT 
Compaq P 11 00 21" CRT 
Compaq TFT5010 15" Flat Panel 
Compaq TFT8020 18" Flat Panel 

♦ Audio Accessories; PSl 15 Speakers 

PS330 Speakers 
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2.3 MECHANICAL DESIGN 



Compaq Deskpro EX Series models are available in three form factors: 

♦ Desktop - a low-profile |LiATX-type desktop providing baseline expandability. 

♦ Microtower - an |iATX/ATX-type low-profile floor-standing unit 

♦ Minitower - an ATX-type floor-standing unit providing the most expandability. 

The following subsections describe the mechanical (physical) aspects of the Compaq Deskpro EX 
Series models. 



A 



CAUTION: Voltages are present within the system unit whenever the unit is plugged 
into a live AC outlet, regardless of the "Power On" condition. Always disconnect the 
power cable from the power outlet and/or from the system unit before handUng the 
system unit in any way. 



A NOTE: The following information is intended primarily for identification purposes 
only. Before servicing these systems refer to the applicable Maintenance And 
■ Service Guide. Service personnel should review training materials also available on 
these products. 
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2.3.1 CABINET LAYOUTS 
2.3.1.1 Front Views 






Desktop 



Microtower 



Minitower 



Item 


Description 


1 


Power button 


2 


Power LED 


3 


Hard drive activity LED 


4 


CD-ROIVI drive headphone jacl< 


5 


CD-ROIVI drive volume control 


6 


CD-ROM drive activity LED 


7 


CD-ROM drive door open/close button 


8 


1 .44-MB diskette drive activity LED 


9 


1 .44-MB disl<ette drive eject button 



Figure 2-2. Compaq Deskpro EX Series, Front Views 
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2.3.1.2 Rear Views 




Desktop Microtower Minitower 



Item 


Description 


1 


AC line In Connector (1 15V/230V) 


2 


Line voltage switcii 


3 


PS/2 keyboard l/F connector 


4 


PS/2 mouse l/F connector 


5 


USB l/F connectors (top, port B; bot. , port A) 


6 


Parallel l/F connector 


7 


Serial port A connector 


8 


Serial port B connector 


9 


Monitor connector 


10 


Monitor connector (models w/NVIDIA AGP card) 


11 


Headphone/Line Out jack 


12 


Line In jack 


13 


Microphione In jack 


14 


Game/Midi port 



Figure 2-3. Compaq Deskpro EX Series, Rear Views 
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2.3.2 CHASSIS LAYOUTS 

For detailed information on servicing the chassis refer to the multimedia training CD-ROM and/or 
the maintenance and service guide for these systems. 

Figure 2-4 shows the layout for the Deskpro EX desktop. This chassis provides: 

♦ Easy access to expansion slots and all socketed system board components. 

♦ Quick removal of drive and power supply assemblies. 

♦ Mounting space for a jaATX-type system board. 

♦ Two 5 '/4-inch drive bays and two 3 Yi-inch drive bays. 



PCI Slot 1 
PCI Slot 2 
PCI Slot 3 



System Board 

Auxiliary Chassis Fan [2] 

Power Supply 




Processor 



Side Drive Bay 



Upper Drive Bays 



Lower Drive Bay 



Front 



NOTES: 



[1] May be populated with AGP graphics card or optional GPA/AIMM card 

depending on configuration. 
[2] Auxiliary chassis fan installed on systems with 933 MHz (or faster) processor. 



Figure 2-4. Compaq Deskpro EX Desktop Chassis Layout, Top View 
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Figure 2-5 shows the layout for the Deskpro EX microtower. This chassis provides: 

♦ Two 5 '/4-inch drive bays and two 3 i/2-inch drive bays 

♦ Easy access to expansion slots and all socketed system board components. 

♦ Space for a ^ATX-type system board. 




NOTES: 

[1] Auxiliary chassis fan installed on systems with 933 MHz or faster processor. 



Figure 2-5. Compaq Deskpro EX Microtower Chassis Layout, Side View 
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Figure 2-5 shows the layout for the Deskpro EX minitower. This chassis provides: 

♦ Four 5 '/4-inch drive bays and one 3 '/2-inch drive bay 

♦ Easy access to expansion slots and all socketed system board components. 

♦ Space for either a (aATX- or full ATX-type system board. 




NOTES: 

[1] Auxiliary chassis fan installed on systems with 933 MHz or faster processor. 

[2] May be populated with graphics card or optional GPA/AIMM card depending on configuration. 



Figure 2-6. Compaq Deskpro EX Minitower Chassis Layout, Side View 
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2.3.3 BOARD LAYOUT 

These systems use a ^ATX-type system board (Figure 2-7). 




Desktop/Minitower System Board Microtower System Board 

(PCA# 010833 or 01 1342) (Spare P/N 216906) 



Item 


Description 


Item 


Description 


1 


Piezo speaker 


21 


Password jumper [2] 


2 


AGP slot connector 


22 


Processor fan tieader 


3 


Chassis fan tieader 


23 


AOL/SOS connector 


4 


Auxiliary power LED 


24 


PCI slot connectors 


5 


Serial port B connector 


25 


CD-ROM audio input connector 


6 


Audio Mic In, Line In, HP Out connectors 


26 


Aux audio input connector 


7 


Monitor connector 


27 


AMR connector 


8 


Parallel port connector 


28 


Telephony connector 


9 


Serial port A connector 


29 


Game/Midi connector 


10 


Top: USB port B; Bottom: USB port A 


30 


Serial (COM2) header 


11 


Top: Mouse, Bottom: Kybd connector 


31 


Chassis Intrusion header 


12 


Processor socket 


32 


Clear CMOS/password jumper 


13 


DIMM sockets 


33 


CPU safe speed jumper 


14 


Power supply connector 


34 


FWH lock (boot block) jumper 


15 


Battery 


35 


2"" HD LED header 


16 


Diskette drive connector 


36 


Wake on Ring header 


17 


Primary IDE connector 


37 


Rear panel USB header 


18 


Secondary IDE connector 


38 


Front panel USB header 


19 


CMOS clear memory button 


39 


Wake On LAN header 


20 


Power Button/LED connector [1] 







NOTE: 

[1] Connector for power, IDE HD LED, and SCSI HD LEDs. 

[2] Jumper Installed, password enabled. Jumper removed, password cleared. 



Figure 2-7. System Board Layouts 
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2.4 SYSTEM ARCHITECTURE 

The Compaq Deskpro EX systems covered in this guide feature Celeron and Pentium III 
processors implemented in one of two types of architectures: 

♦ Intel 810e chipset-based architecture (used in microtower systems) 

♦ Intel 815 chipset-based architecture (used in desktop and minitower systems) 

Both architectures share the following features: 

Support for a Celeron or Pentium III processor 

Chipset supporting 66-, 100-, or 133-MHz FSB operation 

Provide two DIMM sockets for SDRAM system memory 

3 PCI bus expansion slots 

Support for UATA-66 mass storage devices 

AC97 audio subsystem 

1 Parallel, 1 serial, 2 USB, 1 PS/2 keyboard, and 1 PS/2 mouse interface 

The 810e-based architecture (Figure 2-8) used in the Deskpro EX microtower systems provides 
the following unique features: 

Direct AGP integrated graphics controller (no AGP upgrade) 

- PC 100 SDRAM support 
Audio/Modem Riser (AMR) slot 
Game/Midi interface 

- AMI BIOS 



The 815-based architecture (Figure 2-9) used in the Deskpro EX desktop and minitower systems 
provides the following unique features: 

Direct AGP integrated graphics adapter or NVIDIA AGP graphics card, (AGP upgradeable) 

- PCI 33 SDRAM support 
Accelerated Graphics Port (AGP) slot 
2^ serial interface 

- Compaq BIOS 
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Pentium III 
Or 
Celeron 
Processor 



Monitor 



66-/100-/133- MHz FSB 
8106 Chipset 



82810e-DC100 
GMCH 


Direct AGP 
Graphics 
Controller 




SDRAM 
Cntlr. 









PC100 
Memory 
Bus 



SDRAM 
System 
i/ Memory 




Serial 
l/F 


Game 
l/F 


Parallel 
l/F 


W83627HF/F I/O Controller 



Keyboard/ 
Mouse l/F 



1 1 1 1 1 1 1 1 1 1 1 IIHII 

1 1 1 1 1 M I tp iim I I I 



Diskette 
l/F 



Figure 2-8. 810e Chipset-Based Architecture (Microtower), Block diagram 
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Monitor 



RGB 



Optional 4-IVIB 
GPA Card 

In AGP Slot 



Direct AGP 
Graphics 
Controller 



Monitor 



RGB 



NVIDIA 
Graphics 
Cntlr. Card 

In AGP Slot 



Pentium III 
Or 
Celeron 
Processor 



66-/100-/133- MHz FSB 



815 Chipset 



82815 
GMCH 




SDRAM 
Cntlr. 



PC133 

Memory 

Bus 



Hub Link 
Bus 







Pri. IDE 
l/F 






8280 1AA 
ICH 


USB 
l/F 


Sec. IDE 
l/F 











Audio 
Subsystem 



SDRAM 
System 
Memory 



LPC 
Bus 



82802 
FWH 





Serial 


Parallel 






l/F (2) 


l/F 




LPC47B357 I/O Controller 




Keyboard/ 


Disl<ette 






Mouse l/F 


l/F 





A 



33-MHz 
32-Bit PCI Bus 



□ 




V 



PCI Slots (3) 



Figure 2-9. 815 Chipset-Based Architecture (Desktop or Minitower), Block diagram 
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2.4.1 PROCESSORS 

The Compaq Deskpro EX series includes models based on Celeron and Pentium III processors. 
These processors are backward-compatible with software written for the Pentium II, Pentium 
MMX, Pentium Pro, Pentium, and x86 microprocessors. Both processor architectures include a 
floating-point unit, first and secondary caches, and enhanced performance for multimedia 
applications through the use of multimedia extension (MMX) instructions. 

These systems employ a PGA370 zero-insertion-force (ZIP) socket designed for mounting a 
"Flip-Chip" (FC-PGA370) processor package (Figure 2-10). 



Heat Sink 
Retaining Clip 



Heat Sink for 
MHz Processors 



FC-PGA Package 




"^iiiiT \ 



Lock/Uniock 
Handle 

(Stiown in unlock position) 




Heat Sink 
Retaining Bar 




^^^^^^ 



Heat Sink for 
GHz Processors 
(two types) 



FC-PGA2 Package 
w/ Integrated Heat 
Spreader 



PGA370 
Socket 



Figure 2-10. Processor Assembly And Mounting 



The PGA370 socket allows easy changing/upgrading of the processor. Raising the Lock/Unlock 
handle of the socket in the vertical position allows the processor package to be removed or 
inserted into the socket. Lowering the Lock/Unlock handle in the down (horizontal) position locks 
the processor package in place. These systems support processors fitted with passive heat sink or 
processor fitted with a heat sink/fan assembly with a power cable that attaches to a fan-power 
header provided on the system board. The processor clock frequency as well as the core voltage is 
automatically set by chipset logic, eliminating the need for setting DIP switches when upgrading 
the processor. 



A NOTE: These systems support processors in the FC-PGA370 package only. The 
PPGA370 package, while physically installable, will not work in these systems. 
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2.4.1.1 Celeron Processor 

The Celeron processor provides economical performance and is compatible with software written 
for previous generation processors such as Pentium II, Pentium MMX, Pentium, and x86 
processor.. Featuring a Pentium-type core architecture with processing speeds of up to 1 .2 GHz 
and a 66- or 100-MHz front side bus (FSB) the Celeron processor offers economical yet full- 
featured performance. 

Key features of the Celeron processor include: 

♦ Dual-ALU CPU with floating point unit 

♦ MMX support for enhanced multimedia performance 

♦ Streaming SIMD Extension (SSE) support (566 MHz and faster) 

♦ 32-KB first-level cache 

♦ On-die (full speed) 128- or 256-KB ECC second level cache 



2.4.1.2 Pentium III Processor 

The Intel Pentium III processor offers maximum performance for select Compaq Deskpros. The 
Pentium III processor is compatible with software written for Celeron, Pentium II, Pentium MMX, 
Pentium, and x86 processors. Featuring a Pentium-type core architecture with processing speeds 
of up to 1.20 GHz and a 133-MHz front side bus (FSB) the Pentium III processor offers the 
highest performance in it's class. 

The Pentium III processor core integrates a dual-ALU CPU 
Key features of the Pentium III processor include: 

♦ Dual- ALU CPU with floating point unit 

♦ MMX support for enhanced multimedia performance 

♦ Streaming SIMD Extension (SSE) support for higher video, audio, and speech processing 

♦ 32-KB first-level cache 

♦ On-die (full speed) 256-KB ECC second level cache 

♦ Improved speculative instruction processing 

♦ Identification number 
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2.4.2 CHIPSET 

The chipset consists of a Graphics Memory Controller Hub (GMCH), an I/O Controller Hub 
(ICH), and a Firm Ware Hub (FWH). Table 2-2 lists the integrated functions provided by the two 
types of chipsets used in these systems. 



2.4.3 



Table 2-2. 

Chipset Comparison 


Chipset 


Component 


Function 


81 Oe 


82810e-DC100 GIVICH 


AGP 2X interface 

Direct AGP graphics controller 

SDRAM controller supporting up to 2 PC100 DIMMs 

\J\J 1 \ \J\J 1 \ \JtJ ftll l£. 1 \JU 




82801AB ICH 


PCI bus l/F 
LPC bus l/F 
SMBus l/F 

IDE l/F with UATA/66 support 

AC '97 controller 

RTC/CMOS 

IRQ controller 

Power management logic 

USB l/F 

8259 or I/O APIC interrupt processing 




82802 FWH 


Loaded with AMI BIOS 


815 


82815 GMCH 


AGP 4X interface 

Direct AGP graphics controller 

SDFiAM controller supporting up to 2 PCI 33 DIMMs 

66-/1 00-/1 33-MHz FSB 




82801AB ICH 


Same as for 81 Oe Chipset 




82802 FWH 


Loaded with Compaq BIOS 


SUPPORT COMPONENTS 




Input/output functions not provided by the chipset are handled by other support components. 
Table 2-3 shows the functions provided by the support components. 


Table 2-3. 

Support Component Functions 


Component Name 


Function 


LPC47B357 or W83627 I/O Controller 


Keyboard and pointing device l/F 
Diskette l/F 

Serial l/F (COMIand COM2) 
Parallel l/F (LPT1, LPT2, orLPT3) 
AGP, PCI reset generation 
ISA serial IRQ converter 
Power button and LED control logic 
GPIO ports 


AD1881 or AD1 885 Audio Codec 


Audio mixer 

Digital-to-analog converter 

Analog-to-digital converter 
Analog I/O 
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2.4.4 SYSTEM MEMORY 

These systems provide two DIMM sockets with at least one socket populated with a single- or 
double-sided memory module. Up to 5 12 megabytes of memory may be installed using one or two 
DIMMs. The 810e-based systems support PC 100 SDRAM while the 815-based systems provide 
PC 133 SDRAM support. 



A NOTE: There are restrictions on PCI 3 3 operation. 
These restrictions are described in Chapter 3 "Processor/Memory Subsystem." 



2.4.5 MASS STORAGE 

All models include a 3.5 inch 1.44-MB diskette drive installed as drive A. Most models also 
include a CD-ROM and either a 10-, 15-, or 20-GB hard drive. Standard hard drives feature Drive 
Protection System (DPS) support, which uses industry-standard function ATAPI-5 to check drive 
integrity. Standard drives also use SMART III technology that tests drive data during periods of 
drive inactivity for corruption. All systems provide two (one primary, one secondary) PCI bus- 
mastering Enhanced IDE (EIDE) controllers integrated into the chipset. Each controller provides 
UATA/66 support for two drives for a total of four IDE devices (form factor limitations 
notwithstanding) . 



2.4.6 SERIAL, PARALLEL, GAME INTERFACES 

AH models include at least one serial port and a parallel port accessible at the rear of the chassis. 
The 815-based system includes a second serial port as well. Each serial port is RS-232-C/1 6550- 
compatible and supports standard baud rates up to 1 15,200 as well as two high-speed baud rates 
of 230K and 460K, and uses a DB-9 connector. The parallel interface is Enhanced Parallel Port 
(EPP1.9) and Enhanced Capability Port (ECP) compatible, and supports bi-directional data 
transfers through a DB-25 connector. The 810e-based systems include a game/midi port for 
attaching compatible entertaiimient and/or musical devices. 



2.4.7 UNIVERSAL SERIAL BUS INTERFACE 

All models feature two Universal Serial Bus (USB) ports that provide a 12Mb/s interface for 
peripherals. The USB provides hot plugging/unplugging (Plug 'n Play) flinctionality. 
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2.4.8 GRAPHICS SUBSYSTEM 

Two types of graphics subsystems are offered as standard in these systems: 

♦ Chipset-based (GMCH-embedded) graphics controller 

♦ Separate NVIDIA card in AGP slot (desktop and minitower systems only) 

The GMCH component includes an AGP interface and a Direct AGP graphics controller. The 
embedded configuration uses the GMCH's graphics controller to drive an RGB monitor. The 
separate AGP card configuration features an nVIDIA graphics controller card that, due to its 
presence on the AGP bus, disables the embedded 815-based controller. All models are capable of 
dual-monitor support by addmg a PCI graphics card. 

Desktop and minitower systems provide an AGP slot that is used for either mounting an AGP 
graphics card or for mounting a GPA card that supports the 815-based controller. The AGP slot 
includes both Type 1 and Type 2 retention mechanisms. 

Table 2-4 lists the key features of the three types of graphics subsystems available in these 
systems: 



Table 2-4. 

Graphics Subsystem Comparison 





GMCH's Integrated 


NVIDIA Vanta LT 


NVIDIA M64 




Graphics Controller 


Graphics Card 


Graphics Card 


Controller Type 


Direct AGP 


Vanta 


M64 


Bus Type 


AGP [1] 


AGP2X 


AGP4X 


Local Memory 


DVMT [2] 


8 MB SDFJAM 


16 or 32 MB SDRAM 


Memory Speed 


100 MHz 


100 MHz 


133 MHz 


Maximum Res. @ 


1600x1200® 256 


1600 x 1200 @65K 


16MB:1600x 1200 @65K 


# of colors [3] 






32 MB: leOOx 1200 @ 16.7M 


2D Eng. Features 


3 ROP BtBLT 


3 ROP BtBLT 


3 ROP BtBLT 




Line Draw 


Transparent BLT 


Transparent BLT 




Text 


Stretch BLT 


Stretch BLT 




Color Expansion 


Line, Poly Draw 


Line, Poly Draw 




Video Color Conv. 


Text 


Text 






Color Expansion 


Color Expansion 






Video Color Conv 


Video Color Conv 


3D Eng. Features 


Triangle Setup Eng. 


Triangle Setup Eng. 


Triangle Setup Eng. 




Texture Mapping 


Texture Mapping 


Texture Mapping 




Flat/Gouraud Shading 


Flat/Gouraud Shading 


Flat/Gouraud Shading 




Trillnear Filtering 


Trilinear Filtering 


Trilinear Filtering 






Anisotropic Filtering 


Anisotropic Filtering 






TwInTexel Engines 


TwInTexel Engines 


Video i/F 


No 


No 


Yes 


Upgrade method: 








Desi<top 


Adding AGP card 


Replacing AGP card 


Replacing AGP card 


Microtower 


None 


N/A 


N/A 


Minitower 


Adding AGP card 


Replacing AGP card 


Replacing AGP card 



NOTE: 



[1] AGP 2X on 810e, AGP 4X on 815. 

[2] Dynamic Video Memory Technology (DVMT) allocates portions of system memory, which may 

supplemented by an optional 4-MB Graphics Performance Accelerator (GPA) card. 
[3] With 75-Hz vertical refresh. 
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2.4.9 AUDIO SUBSYSTEM 

AH models feature an audio system using the AC'97 ver. 2. 1 specification-based design and uses 
the integrated AC97 audio controller of the chipset's ICH component and an AC'97-compliant 
audio codec. Standard microphone and line input jacks are provided as well as a dual-purpose 
headphone/line output jack that allows the use of a headphone or a set of powered speakers 
(optional). Legacy PC -beep audio is supported through a board-mounted speaker. 

Microtower systems features an Audio/Modem Riser (AMR) slot connector that allows an AC'97 
link-comphant entertainment audio and/or modem codec card to be added to the system. 



2.5 SPECIFICATIONS 

This section includes the environmental, electrical, and physical specifications for the Compaq 
Deskpro EX Series Personal Computers. Where provided, metric statistics are given in 
parenthesis. All specifications subject to change without notice. 



Table 2-5. 

Environmental Specifications (Factory Configuration) 



Parameter 


Operating 




Nonoperating 


Ambient Air Temperature 50° to 95° F (1 0° to 35° C, max. rate -24° to 140° F (-30° to 60° C, max. rate 

of change < 1 0°C/Hr) of change < 20°C/Hr ) 


Shock (w/o damage) 


5 Gs [1] 




20 Gs [1] 


Vibration 


0.000215 G^/Hz, 10-300 Hz 




0.0005 G"/Hz, 10-500 Hz 


Humidity 


10-90% Rh@ 28° C max. 
wet bulb temperature 




5-95% Rh @ 38.7° C max. 
wet bulb temperature 


IVIaximum Altitude 


10,000 ft (3048 m)[2] 




30,000 ft (9,144 m) [2] 


NOTE: 

[1] Peal< input acceleration during an 11 ms half-sine shocl< pulse. 
[2] IVIaximum rate of change: 1500 ft/min. 


Table 2-6. 

Electrical Specifications 


Parameter 




U.S. 


International 


Input Line Voltage: 
Nominal: 
Maximum: 


110- 127 VAC 
90- 132 VAC 


200 - 240 VAC 
180 -264 VAC 


Input Line Frequency Range: 
Nominal: 
Maximum: 




50 - 60 Hz 
47 - 63 Hz 


50 - 60 Hz 
47 - 63 Hz 


Power Supply: 

Maximum Continuous Power 

EX Desktop 

EX Microtower 

EX Minitower 
Maximum Line Current Draw 

EX Desktop 

EX Microtower 

EX Minitower 




120 watts 
145 watts 
200 watts 

4.0 A 
5.0 A 
6.0 A 


120 watts 
145 watts 
200 watts 

2.0 A 
2.5 A 
3.0 A 
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Table 2-7. 








Physical Specifications 




Parameter 


Desktop 


Microtower 


Minitower 


Height 


5.10 in (12.95 cm) 


14.0 in (35.6 cm) 


17.65 in (44. 83 cm) 


Width 


14.50 in (36.83 cm) 


7.1 in (18.0 cm) 


6.60 in (16.76 cm) 


Depth 


15.70 in (39.87 cm) 


15.4 in (39.1 cm) 


17.11 in (43.46 cm) 


Weight (nom.) [1] 


26 lb (11.8 Wq) 


18.3 lb (8.3 kg) 


26 lb (11.8 kg) 


IVIaximum Supported Weight [2] 


100 lb (45.5 kg) 


N/A 


N/A 



NOTES: 



[1] System weight may vary depending on Installed drives/peripherals. 

[2] Assumes reasonable article such as a display monitor and/or another system unit. 





Table 2-8. 


Diskette Drive Specifications 


(Compaq SP# 179161-001) 


Parameter 


Measurement 


IVIedia Type 


3.5 in 1 .44 MB/720 KB diskette 


Height 


1/3 bay(1 in) 


Bytes per Sector 


512 


Sectors per Track: 




High Density 


18 


Low Density 


9 


Tracks per Side: 




High Density 


80 


Low Density 


80 


Read/Write Heads 


2 


Average Access Time: 




Track-to-Track (high/low) 


3 ms/6 ms 


Average (high/low) 


94 ms/173ms 


Settling Time 


15 ms 


Latency Average 


100 ms 
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Table 2-9. 

48x CD-ROM Drive Specifications 
(SP# 187217-B21) 



Parameter 


Measurement 


Interface Type 


IDE 


Transfer Rate: 




Max. Sustained 


4800 KB/s 


Burst 


16.6 MB/s 


Media Type 


Mode 1 ,2, Mixed Mode, CD-DA, 




Photo CD, Cdi, CD-XA 


Capacity: 




Mode 1, 12 cm 


550 MB 


Mode 2, 12 cm 


640 MB 


8 cm 


180 MB 


Center Hole Diameter 


15 mm 


Disc Diameter 


8/12 cm 


Disc Thickness 


1.2 mm 


Tracl< Pitch 


1.6 urn 


Laser 




Beam Divergence 


53.5 +/- 1 .5 ° 


Output Power 


53.6 0.14 mW 


Type 


GaAs 


Wave Length 


790 +/- 25 nm 


Average Access Time: 




Random 


<100 ms 


Full Stroke 


<150 ms 


Audio Output Level 


0.7 Vrms 


Cache Buffer 


128 KB 



Table 2-10. 

l-iard Drive Specifications 



Parameter 


10.0 GB 


15.0 GB 


20.0 GB 


Drive Size 


3.5" 


3.5" 


5.25" 


Interface 


UATA/66 


UATA/66 


UATA/66 


Drive Protection System Support? 


Yes 


Yes 


Yes 


Transfer Rate (max) 


66.6 MB/s 


66.6 MB/s 


100 MB/s [1] 


Typical Seek Time (w/settling) [1] 
Single Track 


1.7 ms 


2.0 ms 


1.0 ms 


Average 


8.5 ms 


9.5 ms 


9.0 ms 


Full Stroke 


15 ms 


21 ms 


20 ms 


Disk Format (logical): 








# of Cylinders 


16383 


16383 


16383 


# of Data Heads 


16 


16 


16 


# of Sectors per Track 


63 


63 


63 


Rotation Speed 


7200 RPM 


7200 RPM 


7200 RPM 


Drive Fault Prediction 


SMART III 


SMART III 


SMART III 



NOTE: 

Actual times may vary depending on specific drive installed. 

All EMEA units feature Quiet Drives. 

[1] Operates at 66 MB/s in these systems. 
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Chapter 3 
PROCESSOR/ 
MEMORY SUBSYSTEM 



3.1 INTRODUCTION 



This chapter describes the processor/cache memory subsystem of Compaq Deskpro EX Personal 
Computers. These systems feature a Celeron or Pentium III processor and the 810e or 815 chipset 
(Figure 3-1). Each system supports one or two SDRAM DIMMs. 




Direct AGP 
Graphics 
Controller 



GMCH 



SDRAM 
Cntlr. 



Hub l/F 



System Memory 



Memory Bus [1] 



XMM1 


XMM2 


DIMM 






In 




Socket 


Socket 







I I May be populated with optional DIMM 

I I Covered in Chapter 6 

I I Covered in Chapter 4 

[1] 810e-based system; PC100 support. 
815-based system; PC133 support. 



Figure 3-1. Processor/Memory Subsystem Architecture 



This chapter includes the following topics: 

♦ Processor [3.2] page 3-2 

♦ Memory subsystem [3.3] page 3-5 

♦ Subsystem configuration {3.4] page 3-8 
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3.2 PROCESSOR 

The Compaq Deskpro EX is shipped with either an Intel Celeron or Pentium III processor. 



3.2.1 CELERON PROCESSOR 

The Celeron processor (Figure 3-2) uses a dual-ALU CPU with branch prediction and MMX 
support, floating point unit (FPU) for math coprocessing, a 32-KB primary (LI) cache, and a 128- 
KB secondary (L2) ECC cache. All internal functions operate at processor speed while the front 
side bus interface (FSB I/F), operates at a clock speed of 66 or 100 MHz. 





Celeron Processor 






CPU 




FPU 




32-KB 
L1 




128- 
or 256-KB 










Cache 




L2 










FSB 
I/F 






Cache 













CH Core processing speed □ FSB speed 

Figure 3-2. Celeron Processor Internal Architecture 

The Intel Celeron processor is software-compatible with earlier generation Pentium II, Pentium 
MMX, Pentium, and x86 processors. The MMX support provided by the Celeron consists of 57 
special instructions for accelerating multimedia communications applications. Such applications 
often involve computing-intensive loops that can take up as much as 90 percent of the CPU's 
execution time. Using a parallel-processing technique called single-instruction multiple-data 
(SIMD), MMX logic processes data 64 bits at a time. Specific applications that can benefit from 
MMX technology include 2D/3D graphics, audio, speech recognition, video codecs, and data 
compression. Celeron processors operating at 566 MHz and faster also include Streaming SIMD 
Extension (SSE) support discussed in more detail in the Pentium III subsection. These systems 
support the Celeron processors listed in the following table: 





Table 3-1. 






Celeron Processor Statistical Comparison 






L2 Cache 


FSB 


Core 


System Bd. 


Processor 


Size 


Speed 


Voltage 


Support 


Celeron 566-600 MHz 


128 KB 


66 MHz 


1.50 VDC 


[1] 


Celeron 633-766MHz 


128 KB 


66 MHz 


1.65 VDC 


[1] 


Celeron 800 MHz-1.10 GHz 


128 KB 


100 MHz 


1.70 VDC 


[2] 


Celeron 1.2 GHZ 


256 KB 


100 MHz 


1 .475 VDC 


[2] 



NOTE: 



[1] Supported by all system boards 
[2] Supported by PCA# 01 1342 only. 
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3.2.2 PENTIUM III PROCESSOR 

The Intel Pentium III processor's architecture (Figure 3-3) includes the same core functionality as 
described previously for the Celeron processor but includes a larger, 8-way set-associative L2 
ECC cache, additional processing features, and higher processing speeds. 





Pentium III 




CPU 




FPU 

FSB 

l/F 




32-KB 

L1 
Cache 




256-KB 

L2 
Cache 















CH Core processing speed □ FSB speed 

Figure 3-3. Pentium III Processor Internal Architecture 

The following table lists the key statistics of supported Pentium III processors: 



Table 3-2. 

Pentium III Processor Statistical Comparison 





Core/L1/L2 


FSB 


System Bd. 


Processor 


Speed 


Speed 


Support 


Pentium III 533EB 


533-MHz 


133 MHz 




Pentium III 600EB 


600 MHz 


133 MHz 




Pentium III 667 


667 MHz 


133 MHz 




Pentium III 733 


733 MHz 


133 MHz 




Pentium III 800 


800 MHz 


133 MHz 




Pentium III 866 


866 MHz 


133 MHz 




Pentium III 933 


933 MHz 


133 MHz 




Pentium III 1.00 


1.00 GHz 


133 MHz 




Pentium III 1.13 


1.13 GHz 


133 MHz 


[2] 


Pentium III 1.20 


1.20 GHz 


133 MHz 


[2] 



NOTE: 

[1] Supported by all system board PCA#s. 
[2] Supported by PCA# 01 1342 only. 



The Pentium III processor is software-compatible with Celeron, Pentium II, Pentium MMX, 
Pentium, and x86 processors. The Pentium III processor also features 70 FPU-based streaming 
SIMD extensions (SSE) that, when implemented by appropriate software, can enhance 3D 
transforming and speech processing operations. Operating system requirements for SSE support 
are as follows: 



Operating System 
Windows 95 
Windows 98, OSRO 
Windows 98, OSRl 
Windows 2000 
Windows NT 4.0 



Level of SSE Support 
No SSE support 

SSE support though ISV and OpenGL 6.1 applications only 
SSE support though ISV, OpenGL, and DirectX apphcations 
SSE support with ISV, OpenGL, and DirectX applications 
SSE support requires driver and Service Pack 4 (SP5 recommended) 
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3.2.3 PROCESSOR UPGRADING 



3.2.3.1 Physical Considerations In Upgrading 

All units use the PGA370 ZIF mounting socket and ship with either a Celeron or a Pentium III 
processor in a Flip-Chip (FC-PGA370) package installed with a passive heat sink. 



A CAUTION: These systems are specifically designed for processors using 
the FC-PGA370 package. Other processor packages (such as the PPGA370 package) 
will physically fit the socket but are not compatible due to electrical and thermal 
issues. 



The FC-PGA370 package consists of the processor die mounted "upside down" on a PC board. 
This arrangement allows the heat sink to come in direct contact with the processor die. The heat 
sink and attachment clip are specially designed provide maximum heat transfer fi-om the processor 

component. 



A CAUTION: For proper heat dissipation, attachment of the heat sink to the processor is 
critical on these systems. Improper attachment of the heat sink will likely result in a 
thermal condition. Such a condition could still result in damage to the processor 
component. Refer to the applicable Maintenance and Service Guide for detailed 
processor installation instructions. 



Upgrading the processor may require the connection of a power cable from the processor's 
heatsink-mounted fan to a header on the system board. The processor core voltage and operating 
frequency are automatically set early in the power cycle process. No DIP switch settings are 
involved in replacing the processor. 



3.2.3.2 Software Considerations In Upgrading 

Although the Celeron and Pentium III processors are software-compatible, it is recommended that 
the replacement processor be either of the same family as the existing processor (i.e., Celeron for 
Celeron, or Pentium for Pentium) or an upgrade (Pentium III for a Celeron). A "downgrade" 
(going from a Pentium III to a Celeron) may result in problems with resident software that has 
been "tuned' to take advantage of the Pentium III processor's special features (such as SSE 
instruction execution). This is more of a concern with systems running Windows 98 and NT. 



3.2.3.3 Speed Considerations In Upgrading 

All systems will support processor speeds up to 1 GHz. Higher (>1 GHz) speeds are supported 
only on systems using system board PCA# 01 1342. 
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3.3 MEMORY SUBSYSTEM 

The system boards for these systems provide two 168-pin SDRAM DIMM sockets that 
accommodate single- or double-sided DlMMs and can handle a maximum of 512 megabytes of 
SDRAM. The 810e-based systems support (and are shipped with) PClOO SDRAM. The 815- 
based systems support (and are shipped with) PC 133 SDRAM for system memory, providing a 
maximum throughput of 1 GB/s. 



A NOTE: For 133-MHz SDRAM operation to occur, both of the following criteria must 
be met: 

1. The processor's Front Side Bus (FSB) must operate at 133-MHz. 

2. Both installed DlMMs must be PC133-comphant. 

The BIOS will automatically switch the SDRAM speed to 100 MHz if either of the 
above criteria are not met. 



If using memory modules from third party suppliers the following DIMM type is recommended: 
For microtower systems: 

Unbuffered 100-MHz SDRAM (PC100) 
CAS latency (CL) 2 or 3 

Data access time (clock-to-data out) of < 9.0 ns 

For desktop and minitower systems: 

Unbuffered 133-MHz SDRAM (PCI 33) 

CAS latency (CL) 2 or 3 

Data access time (clock-to-data out) of < 9.0 ns 



The SPD format supported by these systems complies with the JEDEC specification for 128-byte 
EEPROMs. This system also provides support for 256-byte EEPROMs to include additional 
Compaq-added features such as part number and serial number. The SPD format as supported in 
this system (SPD rev. 1) is shown in Table 3-3. 

The key SPD bytes that BIOS checks for compatibility are 2, 9, 10, 18, 23, 24, and 126. If BIOS 
detects EDO or ECC DlMMs a "memory incompatible" message will be displayed and the 
system will halt. This system is designed for using non-ECC DlMMs only. Refer to chapter 8 
for a description of the BIOS procedure of interrogating DlMMs. 

An installed mix of DIMM types (PC 100 and PC 13 3, CL 2 and CL 3) is acceptable but operation 
will be constrained to the level of the DIMM with the lowest performance specification. PC 133 
SDRAM DlMMs may be used in 810e-based systems but will operate at 100 MHz. 

If an incompatible DIMM is detected the NUM LOCK will blink for a short period of time during 
POST and an error message may or may not be displayed before the system hangs. 
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The SPD address map is shown below. 



Table 3-3. 

SPD Address Map (SDRAM DIMM) 



Byte 


Description 


Notes 


Byte 


Description 


Notes 


0 


No. of Bytes Written Into EEPROM 


[1] 


25 


Min. CLK Cycle Time at 
CLX-2 


[7] 


1 


Total Bytes (#) In EEPROIVl 


[2] 


26 


Max. Acc. Time From 
CLK @ CL X-2 


[7] 


2 


Memory Type 




27 


Min. Row Prechge. Time 


[7] 


3 


No. of Row Addresses On DIMM 


[3] 


28 


Min. Row Active to Delay 


[7] 


4 


No. of Column Addresses On DIMM 




29 


Min. RAS to CAS Delay 


[7] 


5 


No. of Module Banks On DIMM 




30, 31 


Reserved 




6, 7 


Data Width of Module 




32. .61 


Superset Data 


[7] 


8 Voltage Interface Standard of DIMM 


62 


SPD Revision 


[7] 


9 


Cycletime @ Max CAS Latency (CL) 


[4] 


63 


Checksum Bytes 0-62 




10 


Access From Clock 


[4] 


64-71 


JEP-106E ID Code 


[8] 


11 


Config. Type (Parity, Nonparity, etc.) 




72 


DIMM OEM Location 


[8] 


12 


Refresti Rate/Type 


[4] [5] 


73-90 


OEM's Part Number 


[8] 


13 


Widtti, Primary DRAM 




91, 92 


OEM's Rev. Code 


[8] 


14 


Error Cfiecking Data Widtti 




93, 94 


Manufacture Date 


[8] 


15 


Min. Clock Delay 


[6] 


95-98 


OEM's Assembly S/N 


[8] 


16 


Burst Lengths Supported 




99-125 


OEM Specific Data 


[8] 


17 


No. of Banks For Each Mem. Device 


[4] 


126 


Intel frequency chk 




18 


CAS Latencies Supported 


[4] 


127 


Reserved 




19 


CS# Latency 


[4] 


128-131 


Compaq header "CPQ1" 


[9] 


20 


Write Latency 


[4] 


132 


Header checksum 


[9] 


21 


DIMM Attributes 




133-145 


Unit serial number 


[9] [10] 


22 


Memory Device Attributes 




146 


DIMM ID 


[9] [11] 


23 


Min. CLK Cycle Time at CL X-1 


[7] 


147 


Checksum 


[9] 


24 


Max. Acc. Time From CLK @ CL X-1 


[7] 




Reserved 


[9] 



NOTES: 



[I] Programmed as 128 bytes by the DIMM OEM 
[2] Must be programmed to 256 bytes. 

[3] High order bit defines redundant addressing: If set (1 ), highest order RAS# address must be 

re-sent as highest order CAS# address. 
[4] Refer to memory manufacturer's datasheet 
[5] MSb is Self Refresh flag. If set (1 ), assembly supports self refresh. 
[6] Back-to-back random column addresses. 

[7] Field format proposed to JEDEC but not defined as standard at publication time. 

[8] Field specified as optional by JEDEC but required by this system. 

[9] Compaq usage. This system requires that the DIMM EEPROM have this 

space available for reads/writes. 
[10] Serial # in ASCII format (MSB is 133). Intended as backup identifier in case vender data is 

Invalid. 

Can also be used to indicate s/n mismatch and flag system adminstrator of possible system 
Tampering. 

[I I] Contains the socket # of the module (first module is "1"). Intended as backup identifier (refer to 
note [10]). 
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Figure 3-4 shows the system memory map. 



Host, 
PCI, AGP Area 



FFFF FFFFh 
FFEO OOOOh 
FFDF FFFFh 

FECI OOOOh 
FECO FFFFh 

FECO OOOOh 
FEBF FFFFh 



2000 OOOOh 
1FFF FFFFh 



0100 OOOOh 



Host, PCI, 

ISA Area 



OOFF FFFFh 



0010 OOOOh 
OOOF FFFFh 



DOS Compatibility 
Area 



OOOF OOOOh 
OOOE FFFFh 

OOOE OOOOh 
GOOD FFFFh 



OOOC OOOOh 
OOOB FFFFh 



OOOA OOOOh 
0009 FFFFh 



0008 OOOOh 
0007 FFFFh 



0000 OOOOh 



High BIOS Area 
(2 MB) 



PCI Memory 
(18 MB) 



APIC Conflg. Space 
(64 KB) 



PCI Memory 
Expansion 
(3060 MB) 



Host/PCI Memory 
Expansion 
(496 MB) 



Extended Memory 

(15 MB) 



System BIOS Area 
(64 KB) 



Extended BIOS 
Area 



Option ROM 
(128 KB) 



Graphics/SMFJAM 
RAM (128 KB) 



Fixed Mem. Area 
(128 KB) 



Base Memory 
(512 KB) 



4 GB 



512MB 



16MB 



1 MB 



640 KB 



512KB 



NOTE: All locations in memory are cacheable. Base memory is always mapped to DRAM. The next 128 KB 
fixed memory area can, through the GMCH, be mapped to DRAM or to PCI space. Graphics RAM area Is 
mapped to PCI or AGP locations. 



Figure 3-4. System Memory Map 
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3.4 SUBSYSTEM CONFIGURATION 



The GMCH component provides the configuration function for the processor/memory subsystem. 
Table 3-4 hsts the configuration registers used for setting and checking such parameters as 
memory control and PCI bus operation. These registers reside in the PCI Configuration Space and 
accessed using the methods described in Chapter 4, section 4.2. 



Table 3-4. 

Host/PCI Bridge Configuration Registers (GMCH, Device 0) 



PCI Config. 




Reset 


PCI Config. 


R 


Reset 


Addr. 


Register 


Value 


Addr. 


egister 


Value 


00, 01 h 


Vender ID 


8086h 


6A, 6Bh 


DRAM Control Reg. 


OOh 


02, 03h 


Device ID 


1130h 


6C..6Fh 


Memory Buffer Strength 


55h 


04, 05h 


Command 


0006h 


70h 


Multi-Transaction Timer 


OOh 


06, 07h 


Status 


[1] 


71h 


CPU Latency Timer 


lOh 


08h 


Revision ID 




72h 


SMRAM Control 


02h 


OA..OBh 


Class Code 




90h 


Error Command 


OOh 


ODh 


Latency Timer 


OOh 


91h 


Error Status Register 0 


OOh 


OEh 


Header Type 


OOh 


92h 


Error Status Register 1 


OOh 


10..13h 


Aperture Base Config. 


[2] 


93h 


Reset Control 


OOh 


50, 51 h 


PAC Config. Reg. 


OOti 


A0..A3h 


AGP Capability Identifier 


N/A 


53h 


Data Buffer Control 


83h 


A4..A7h 


AGP Status 


N/A 


55..56h 


DRAIVl Row Type 


OOti 


A8..ABh 


AGP Command 


OOh 


57h 


DRAIVl Control 


Olh 


B0..B3h 


AGP Control 


OOh 


58h 


DRAIVl Timing 


OOh 


B4h 


Aperture Size 


OOOOh 


59..5Fh 


RAM 0..6 Registers 


OOh 


B8..BBh 


Aperture Translation Table 


OOOOh 


60..67h 


DRAIVl Row Boundary 


Olh 


BCh 


Aperture l/F Timer 


OOh 


68h 


Fixed DRAM Hole 


OOh 


BDh 


Low Priority Timer 


OOh 



NOTES: 

Refer to Intel inc. documentation for detailed description of registers. 

Assume unmarked locations/gaps as reserved. 

[1] = 0090h for AGP (external graphics) implementation; = 0080h for GFX (internal 1740) 

implementation. 
[2] = 8 for AGP; =0 for GFX. 
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Chapter 4 

SYSTEM SUPPORT 



4.1 INTRODUCTION 

This chapter covers subjects deahng with basic system architecture and covers the following 
topics; 

♦ PCI bus overview (4.2) page 4-2 

♦ AGP bus overview (4.3) page 4-10 

♦ System resources (4.4) page 4-15 

♦ System clock distribution (4.5) page 4-22 

♦ Real-time clock and configuration memory (4.6) page 4-23 

♦ System management (4.7) page 4-33 

♦ System cooling (4.8) page 4-37 

♦ Register map and miscellaneous fiinctions (4.8) page 4-38 

This chapter covers fiinctions provided by ofii"-the-shelf chipsets and thereft^re describes only basic 
aspects of these fiinctions as well as information unique to Compaq Deskpro EX Personal 
Computers. For detailed information on specific components, refer to the applicable 
manufacturer's documentation. 
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4.2 PCI BUS OVERVIEW 

NOTE: This section describes the PCI bus in general and highhghts bus implementation 
in this particular system. For detailed information regarding PCI bus operation, refer to 
the PCI Local Bus Specification Revision 2.2. 

This system implements a 32-bit Peripheral Component Interconnect (PCI) bus (spec. 2.2) 
operating at 33 MHz. The PCI bus handles address/data transfers through the identification of 
devices and functions on the bus. A device is typically defined as a component or slot that resides 
on the PCI bus (although some components such as the GMCH and ICH are organized as multiple 
devices). A function is defined as the end source or target of the bus transaction. A device may 
contain one or more functions. 

In the standard configuration these systems use a hierarchy of three PCI buses (Figure 4-1). The 
PCI bus #0 is internal to the GMCH/ICH chipset components and is not physically accessible. The 
AGP bus that services the AGP slot (or resident AGP controller on the EN SFF) is designated as 
PCI bus #1. All PCI slots reside on PCI bus #2. 



8281 OE or 82815 GMCH Component 



Mem. Cntlr. 
Function 



IE 



PCI 

Bus#0 



Hub Linl< l/F 



AGP 
Bridge 
Function 



'Hub Link Bus 



PCI Bus#1 
(AGP Bus) 



AGP Connector 



NOTES: 



Hub Link l/F 



7\ 



82801AA ICH Component 
PCI Bus#0 



V 



PCI Bridge 
Function 



\PCi 
Bus#1 or 2 [1] 



PCI Connector 1 



PCI Connector 2 



PCI Connector 3 



□ Microtower systems only. 

□ Desktop and minitower systems only. 

[1] Microtower system, PCI bus #1 ; Desktop or minitower system, PCI bus #2 



EIDE 




USB 




SMBus 




LPC 




AC97 


Controller 




l/F 




Controller 




Bridge 




Audio 


Function 




Function 




Function 




Function 




Function 



AC'97 

Link Bus/Audio 



AMR Slot 



Figure 4-1. PCI Bus Devices and Functions 
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4.2.1 PCI BUS TRANSACTIONS 

The PCI bus consists of a 32-bit path (AD31-00 hnes) that uses a multiplexed scheme for 
handling both address and data transfers. A bus transaction consists of an address cycle and one 
or more data cycles, with each cycle requiring a clock (PCICLK) cycle. High performance is 
realized during burst modes in which a transaction with contiguous memory locations requires 
that only one address cycle be conducted and subsequent data cycles are completed using auto- 
incremented addressing. Four types of address cycles can take place on the PCI bus; I/O, memory, 
configuration, and special. Address decoding is distributed (left up to each device on the PCI bus). 



4.2.1.1 I/O and Memory Cycles 

For I/O and memory cycles, a standard 32-bit address decode (AD31..0) for byte-level addressing 
is handled by the appropriate PCI device. For memory addressing, PCI devices decode the 
AD31..2 lines for dword-level addressing and check the AD1,0 lines for burst (linear- 
incrementing) mode. In burst mode, subsequent data phases are conducted a dword at a time with 
addressing assumed to increment accordingly (four bytes at a time). 



4.2.1.2 Configuration Cycles 



Devices on the PCI bus must comply with PCI protocol that allows configuration of that device by 
software. In this system, configuration mechanism #1 (as described in the PCI Local Bus 
specification Rev. 2.1) is employed. This method uses two 32-bit registers for initiating a 
configuration cycle for accessing the configuration space of a PCI device. The configuration 
address register (CONFIG ADDRESS) at 0CF8h holds a value that specifies the PCI bus, PCI 
device, and specific register to be accessed. The configuration data register (CONFIG DATA) at 
OCFCh contains the configuration data. 



PCI Configuration Address Register 
I/O Port 0CF8h, R/W, (32-bit access only) 



Bit 




31 


Configuration Enable 

0 = Disabled 

1 = Enable 


30.. 24 


Reserved - read/write Os 


23.. 16 


Bus Number. Selects PCI bus 


15.. 11 


PCI Device Number. Selects PCI 
device for access 


10..8 


Function Number. Selects function of 
selected PCI device. 


7..2 


Register Index. Specifies confiq. req. 


1,0 


Configuration Cycle Type ID. 

00 = Type 0 

01 = Type 1 



PCI Configuration Data Register 
I/O Port OCFCh, R/W, (8-, 16-, 32-bit access) 



Bit 




31. .0 


Configuration Data. 
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Two types of configuration cycles are used. A Type 0 (zero) cycle is targeted to a device on the 
PCI bus on which the cycle is running. A Type 1 cycle is targeted to a device on a downstream 
PCI bus as identified by bus number bits <23.. 16>. With three or more PCI buses, a PCI bridge 
may convert a Type 1 to a Type 0 if it's destined for a device being serviced by that bridge or it 
may forward the Type 1 cycle unmodified if it is destined for a device being serviced by a 
downstream bridge. Figure 4-2 shows the configuration cycle format and how the loading of 
0CF8h results in a Type 0 configuration cycle on the PCI bus. The Device Number (bits <15.. 1 1> 
determines which one of the AD31..11 lines is to be asserted high for the IDSEL signal, which 
acts as a "chip select" function for the PCI device to be configured. The function number (CF8h, 
bits <10..8>) is used to select a particular function within a PCI component. 



31 24 23 16 15 11 10 8 7 2 1 0 [1] 



Register 0CF8h 

Results in: 

AD31..0 
(w/Type 00 
Config. Cycle) 



Reserved 


Bus 
Number 


Device 
Number 


Function 
Number 


Register 
Index 
















IDSEL (only one signal line asserted) 


Function 
Number 


Register 
Index 







NOTES: 

[1] Bits <1 ,0> : GO = Type 0 Cycle, 01 = Type 1 cycle 
I I Type 01 cycle only. Reserved on Type 00 cycle. 

Figure 4-2. Configuration Cycle 

Table 4- 1 shows the standard configuration of device numbers and IDSEL connections for 
components and slots residing on a PCI bus. 



Table 4-1. 

PCI Component Configuration Access 

PCI IDSEL 



PCI Component 


Function # 


Device # 


Bus# 


Wired to: 


82810E/ 82815 GMCH: 










Memory Controller 


0 


0 (OOh) 


0 




AGP Bridge 


0 


1 (Olh) 


0 




Graphics Controller 


0 


2 (02h) 


0 




AGP slot [1] 


0 


0 (OOh) 


1 




82801AA ICH: 










PCI Bridge 


0 


30 (lEh) 


0 




LPC Bridge 


0 


31 (IFh) 


0 




EIDE Controller 


1 


31 (IFh) 


0 




USB l/F 


2 


31 (IFh) 


0 




SMBus Controller 


3 


31 (IFh) 


0 




Reserved 


4 


31 (IFh) 


0 




AC97 Audio Controller 


^^^^^^^ 


31 (IFh) 


0 




V AC97 Modem Controller ^ 




^ 31 (IFh) 


6' 




PCI Connector 1 (slot 1) 


0 


0 (OOh) / 8 (08h) 


1 / 2 [2] 


[3] / AD24 


PCI Connector 2 (slot 2) 


0 


1 (01h)/9 (09h) 


1 / 2 [2] 


[3] / AD25 


PCI Connector 3 (slot 3) 


0 


2 (02h)/ 10 (OAh) 


1 / 2 [2] 


[3] / AD26 



NOTES: 



Microtower / Desktop or minitower, otherwise values apply to all. 
[1] Desktop or minitower only. 

[2] Bus # is 2 in standard desktop or minitower configuration. Can shift up if an 

AGP device with an additional PCI bridge is installed in the AGP slot. 
[3] Unknown at publication time. 
□ Not used. 
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The register index (CF8h, bits <7..2>) identifies the 32-bit location within the configuration space 
of the PCI device to be accessed. All PCI devices can contain up to 256 bytes of configuration 
data (Figure 4-3), of which the first 64 bytes comprise the configuration space header. 



31 



24 23 



16 15 



Register 
Index 



31 



24 23 



16 15 



Configuration 
Space 
Header 









FCh 








Device-Specific Area 






Device-Specific Area 










40h 








Min. Lat. j Min. GNT 


Int. Pin 


Int. Line 


3Ch 


Bridge Control 


Int. Pin 


Int. Line 


Reserved 


38h 


Expansion ROM Base Address 


Reserved 


34h 


Reserved 


Expansion ROIVI Base Address 


30h 


I/O Limit Upper 16 Bits 


I/O Base Upper 16 Bits 


Subsystem ID 


Subsystem Vendor ID 


2Ch 


Prefetchable Limit Upper 32 Bits 


Card Bus CIS Pointer 


28h 


Prefetcliable Base Upper 32 Bits 










Prefetch. Mem. Limit 


Prefetch. Mem. Base 










Memory Limit 


Memory Base 


— Base Address Reaisters 






Secondary Status 


I/O Limit 


I/O Base 










2"" Lat.TmrlSub. Bus # 


Sec. Bus # 


Pri. Bus # 










— Base Address Registers 










10h 








BIST 1 Hdr. Type 


Lat. Timer 


Line Size 


OCh 


BIST 1 Hdr. Type 


Lat. Timer 


Line Size 


Class Code 


Revision ID 


08h 


Class Code 


Revision ID 


Status 


Command 


04h 


Status 


Command 


Device ID 


Vendor ID 


OOh 


Device ID 


Vendor ID 



Register 
Index 

FCh 

40h 
3Ch 
38h 
34h 
30h 
2Ch 
28h 
24h 
20h 
1Ch 
18h 

lOh 

OCh 
08h 
04h 
OOh 



PCI Configuration Space Type 0 



PCI Configuration Space Type 1 



Data required by PCI protocol 
^1 Not required 



Figure 4-3. PCI Configuration Space Mapping 



Each PCI device is identified with a vendor ID (assigned to the vendor by the PCI Special Interest 
Group) and a device ID (assigned by the vendor). The device and vendor IDs for the devices on 
the system board are listed in Table 4-2. 



Table 4-2. 

System Board PCI Device Identification 



PCI Device 


Vendor ID 


Device ID 


82810E/ 82815 GMCH: 






Memory Controller 


8086h 


2500h/1130h 


AGP Bridge 


8086h 


2501h/1131h 


Graphics Controller 


8086h 


2502h/1132h 


82801AA ICH: 






PCI Bridge 


8086h 


241 8h 


LPC Bridge 


8086h 


241 Oh 


BIDE Controller 


8086h 


241 1h 


USB l/F 


8086h 


2412h 


SMBus Controller 


8086h 


241 3h 


AC97 Audio Controller 


8086h 


241 5h 
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4.2.2 PCI BUS MASTER ARBITRATION 

The PCI bus supports a bus master/target arbitration scheme. A bus master is a device that has 
been granted control of the bus for the purpose of initiating a transaction. A target is a device that 
is the recipient of a transaction. The Request (REQ), Grant (GNT), and FRAME signals are used 
by PCI bus masters for gaining access to the PCI bus. When a PCI device needs access to the PCI 
bus (and does not already own it), the PCI device asserts it's REQ« signal to the PCI bus arbiter (a 
function of the system controller component). If the bus is available, the arbiter asserts the GNT« 
signal to the requesting device, which then asserts FRAME and conducts the address phase of the 
transaction with a target. If the PCI device aheady owns the bus, a request is not needed and the 
device can simply assert FRAME and conduct the transaction. Table 4-3 shows the grant and 
request signals assignments for the devices on the PCI bus. 





Table 4-3. 




PCI Bus Mastering Devices 


REQ/GNT Line 


Device 


REQO/GNTO 


PCI Connector Slot 1 


REQ1/GNT1 


PCI Connector Slot 2 


REQ2/GNT2 


PCI Connector Slot 3 


GREQ/GGNT 


AGP Slot [1] 



NOTE: 



[1] Desktop or minitower models only. 

PCI bus arbitration is based on a round-robin scheme that complies with the fairness algorithm 
specified by the PCI specification. The bus parking policy allows for the current PCI bus owner 
(excepting the PCI/ISA bridge) to maintain ownership of the bus as long as no request is asserted 
by another agent. Note that most CPU-to-DRAM and AGP-to-DRAM accesses can occur 
concurrently with PCI traffic, therefore reducing the need for the Host/PCI bridge to compete for 
PCI bus ownership. 
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4.2.3 OPTION ROM MAPPING 

During POST, the PCI bus is scanned for devices that contain their own specific firmware in 
ROM. Such option ROM data, if detected, is loaded into system memory's DOS compatibility 
area (refer to the system memory map shown in chapter 3). 



4.2.4 PCI INTERRUPTS 

Eight interrupt signals (INT A- thru INTH-) are available for use by PCI devices. These signals 
may be generated by on-board PCI devices or by devices installed in the PCI slots. For more 
information on interrupts including PCI interrupt mapping refer to the "System Resources" section 
4.4. 



4.2.5 PCI POWER MANAGEMENT SUPPORT 

This system complies with the PCI Power Management Interface Specification (rev 1.0). The PCI 
Power Management Enable (PME-) signal is supported by the chipset and allows compliant PCI 
and AGP peripherals to initiate the power management routine. 



4.2.6 PCI SUB-BUSSES 

The chipset implements two data busses that are supplementary in operation to the PCI bus: 



4.2.6.1 Hub Link Bus 

The chipset implements a Hub Link bus between the GMCH and the ICH. The Hub Link bus is 
transparent to software and not accessible for expansion purposes. 

4.2.6.2 LPC Bus 

The 82801 ICH implements a Low Pin Count (LPC) bus for handling transactions to and from the 
47B357 Super I/O Controller as well as the 82802 FWH. The LPC bus transfers data a nibble (4 
bits) at a time at a 33-MHz rate. Generally transparent in operation, the LPC bus becomes a factor 
primarily during the configuration of DMA channel modes (see section 4.4.3 "DMA"). 



Compaq Deskpro EX Series of Personal Computers 4-7 
Third Edition - October 2001 



Chapter 4 System Support 



4.2.7 PCI CONFIGURATION 

PCI bus operations require the configuration of certain parameters such as PCI IRQ routing, DMA 
channel configuration, RTC control, port decode ranges, and power management options. These 
parameters are handled by the LPC I/F bridge function (PCI function #0, device 3 1) of the ICH 
component and configured through the PCI configuration space registers listed in Table 4-4. 
Configuration is provided by BIOS at power-up but re-configurable by software. 



Table 4-4. 

LPC Bridge Configuration Registers 
(ICH, Function 0, Device 31) 



PCI 






PCI 






Config. 




Reset 


Config. 




Reset 


Addr. 


Register 


Value 


Addr. 


Register 


Value 


00, 01 h 


Vendor ID 


8086h 


8Ah 


Device 31 Error Status 


OOh 


02, 03h 


Device ID 


241 Oh 


90, 91 h 


PCI DMA Configuration 


OOOOh 


04, 05h 


Command 


OOOFh 


AO-CFh 


Power Management 




06, 07h 


Status 


0280h 


D0-D3h 


General Control 


O's 


08h 


Revision ID 


OOh 


D4-D7h 


General Status 


FOOh 


OA-OBh 


Class Code 


0106h 


D8h 


RTC Configuration 


OOh 


OEh 


Header Type 


80h 


EOh 


LPC COM Port Dec. Range 


OOh 


40-43h 


ACPI Base Address 


1 


Elh 


LPC FDD & LPT Dec. Rge 


OOh 


44h 


ACPI Control 


OOh 


E2h 


LPC Audio Dec. Range 


80h 


4E, 4Fh 


BIOS Control 


OOOOh 


E3h 


FWH Decode Enable 


FFh 


54h 


TOO Control 


OOh 


E4, E5h 


LPC I/F Decode Range 1 


OOOOh 


58-5Bh 


GPIO Base Address 


1 


E6, E7h 


LPC I/F Enables 


OOOOh 


5Ch 


GPIO Control 


OOh 


E8h 


FWH Select 


00 


60-63h 


INTA-D Routing Cntrl. 


80h [1] 


EC, EDh 


LPC I/F Decode Range 2 


OOOOh 


64h 


Serial IRQ Control 


lOh 


EE, EFh 


Reserved 




65-87h 


Reserved 




FOh 


Reserved 




88h 


Dev. 31 Error Config. 


OOh 


F2h 


Function Disable Register 


OOh 



NOTE: 

[1] Value for each byte. 

Assume unmarked locations/gaps as reserved. 
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4.2.8 PCI CONNECTOR 



B62 B52 B49 




Figure 4-4. PCI Bus Connector (32-Bit Type) 



Table 4-5. 

PCI Bus Connector Pinout 



Pin 


B Signal 


A Signal 


Pin 


B Signal 


A Signal 


01 


-12 VDC 


TRST- 


32 


AD17 


AD16 


02 


TCK 


+12 VDC 


33 


C/BE2- 


+3.3 VDC 


03 


GND 


TMS 


34 


GND 


FRAME- 


04 


TDO 


TDI 


35 


IRDY- 


GND 


05 


+5 VDC 


+5 VDC 


36 


+3.3 VDC 


TRDY- 


06 


+5 VDC 


INTA- 


37 


DEVSEL- 


GND 


07 


INTB- 


INTC- 


38 


GND 


STOP- 


08 


INTD- 


+5 VDC 


39 


LOCK- 


+3.3 VDC 


09 


PRSNT1- 


Reserved 


40 


PERR- 


SDONEn 


10 


RSVD 


+5 VDC 


41 


+3.3 VDC 


SBO- 


11 


PRSNT2- 


Reserved 


42 


SERR- 


GND 


12 


GND 


GND 


43 


+3.3 VDC 


PAR 


13 


GND 


GND 


44 


C/BE1- 


AD15 


14 


RSVD 


+3.3 AUX 


45 


AD14 


+3.3 VDC 


15 


GND 


RST- 


46 


GND 


AD13 


16 


CLK 


+5 VDC 


47 


AD12 


AD11 


17 


GND 


GNT- 


48 


AD10 


GND 


18 


REQ- 


GND 


49 


GND 


AD09 


19 


+5 VDC 


PME- 


50 


Key 


Key 


20 


AD31 


AD30 


51 


Key 


Key 


21 


AD29 


+3.3 VDC 


52 


ADOS 


C/BEO- 


22 


GND 


AD28 


53 


AD07 


+3.3 VDC 


23 


AD27 


AD26 


54 


+3.3 VDC 


AD06 


24 


AD25 


GND 


55 


AD05 


AD04 


25 


+3.3 VDC 


AD24 


56 


AD03 


GND 


26 


C/BE3- 


IDSEL 


57 


GND 


AD02 


27 


AD23 


+3.3 VDC 


58 


AD01 


ADOO 


28 


GND 


AD22 


59 


+5 VDC 


+5 VDC 


29 


AD21 


AD20 


60 


ACK64- 


REQ64- 


30 


AD19 


GND 


61 


+5 VDC 


+5 VDC 


31 


+3.3 VDC 


AD18 


62 


+5 VDC 


+5 VDC 
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4.3 



AGP BUS OVERVIEW 



NOTE: Desktop and minitower systems provide an AGP slot and may implement either 



the GMCH's integrated AGP graphics adapter with a GPA/AIMM card or a separate 
AGP graphics card. All micro tower systems implement the GMCH's integrated AGP 
graphics adapter and do not provide an AGP slot. For a detailed description of AGP bus 
operations as supported by these systems refer to the AGP Interface Specification Rev. 
2.0 available at the following AGP forum web site: http://www.agpforum.org/index.htm 



The Accelerated Graphics Port (AGP) bus is specifically designed as an economical yet high- 
performance interface for graphics adapters, especially those designed for 3D operations. The 
AGP interface is designed to give graphics adapters dedicated pipelined access to system memory 
for the purpose of off-loading texturing, z-buffering, and alpha blending used in 3D graphics 
operations. By off-loading a large portion of 3D data to system memory the AGP graphics adapter 
only requires enough memory for frame buffer (display image) refreshing. 



The operation of the AGP bus is based on the 66-MHz PCI specification but includes additional 
mechanisms to increase bandwidth. During the configuration phase the AGP bus acts in 
accordance with PCI protocol. Once graphics data handling operation is initiated, AGP-defined 
protocols take effect. The AGP graphics adapter acts generally as the AGP master, but can also 
behave as a "PCI" target during fast writes from the GMCH. 

Key differences between the AGP interface and the PCI interface are as follows: 

♦ Address phase and associated data transfer phase are disconnected transactions. Addressing 
and data transferring occur as contiguous actions on the PCI bus. On the AGP bus a request 
for data and the transfer of data may be separated by other operations. 

♦ Commands on the AGP bus specify system memory accesses only. Unlike the PCI bus, 
commands involving I/O and configuration are not required or allowed. The system memory 
address space used in AGP operations is the same linear space used by PCI memory space 
commands, but is further specified by the graphics address re-mapping table (GART) of the 
north bridge component. 

♦ Data transactions on the AGP bus involve eight bytes or multiples of eight bytes. The AGP 
memory addressing protocol uses 8-byte boundaries as opposed to PCI's 4-byte boundaries. 
If a transfer of less than eight bytes is needed, the remaining bytes are filled with arbitrary 
data that is discarded by the target. 

♦ Pipelined requests are defined by length or size on the AGP bus. The PCI bus defines transfer 
lengths with the FRAME- signal. 

There are two basic types of transactions on the AGP bus: data requests (addressing) and data 
transfers. These actions are separate from each other. 
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4.3.1.1 Data Request 

Requesting data is accomplished in one of two ways; either muhiplexed addressing (using the AD 
hues for addressing/data) or demultiplexed ("sideband") addressing (using the SBA lines for 
addressing only and the AD lines for data only). Even though there are only eight SBA lines (as 
opposed to the 32 AD lines) sideband addressing maximizes efficiency and throughput by 
allowing the AD lines to be exclusively used for data transfers. Sideband addressing occurs at the 
same rate (IX, 2X, or 4X) as data transfers. The differences in rates will be discussed in the next 
section describing data transfers. Note also that sideband addressing is limited to 48 bits (address 
bits 48-63 are assumed zero). The GMCH component supports both SBA and AD addressing , but 
the method and rate is selected by the AGP graphics adapter. 



4.3.1.2 Data Transfers 

Data transfers use the AD lines and occur as the result of data requests described previously. Each 
transaction resulting from a request involves at least eight bytes, requiring the 32 AD lines to 
handle at least two transfers per request. The 82815 GMCH supports three transfer rates: IX, 2X, 
and 4X. Regardless of the rate used, the speed of the bus clock is constant at 66 MHz. The 
following subsections describe how the use of additional strobe signals makes possible higher 
transfer rates. 



AGP IX Transfers 

During a AGP IX transfer the 66-MHz CLK signal is used to quahfy the control and data signals. 

Each 4-byte data transfer is synchronous with one CLK cycle so it takes two CLK cycles for a 
minimum 8-byte transfer (Figure 4-5 shows two 8-byte transfers). The GNT- and TRDY- signals 
retain their traditional PCI functions. The ST0..3 signals are used for priority encoding, with 
"000" for low priority and "001" indicating high priority. The signal level for AGP IX transfers 
may be 3.3 or 1.5 VDC. 




Figure 4-5. AGP IX Data Transfer (Peak Transfer Rate: 266 MB/s) 
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AGP 2X Transfers 

During AGP 2X transfers, clocking is basically the same as in IX transfers except that the 66- 
MHz CLK signal is used to quahfy only the control signals. The data bytes are latched by an 
additional strobe (AD STBx) signal so that an 8-byte transfer occurs in one CLK cycle (Figure 4- 
6). The first four bytes (DnA) are latched by the receiving agent on the falling edge of AD STBx 
and the second four bytes (DnB) are latched on the rising edge of AD STBx. The signal level for 
AGP 2X transfers may be 3.3 or 1 .5 VDC. 




Figure 4-6. AGP 2X Data Transfer (Peak Transfer Rate; 532 MB/s) 



AGP 4X Transfers (Desktop and Minitower Only) 

The AGP 4X transfer rate allows sixteen bytes of data to be transferred in one clock cycle. As in 
2X transfers the 66-MHz CLK signal is used only for qualifying control signals vs^hile strobe 
signals are used to latch each 4-byte transfer on the AD lines. As shown in Figure 4-7, 4-byte 
block DnA is latched by the falling edge of AD STBx while DnB is latched by the falling edge of 
AD STBx-. The signal level for AGP 4X transfers is 1 .5 VDC. 




Figure 4-7. AGP 4X Data Transfer (Peak Transfer Rate: 1064 MB/s) 



4-12 Compaq Deskpro EX Series of Personal Computers 

Third Edition - October 2001 



Technical Reference Guide 



4.3.2 AGP CONFIGURATION 

AGP bus operations require the configuration of certain parameters involving system memory 
access by the AGP graphics adapter. The AGP bus interface is configured as a PCI device 
integrated within the north bridge (GMCH, device 1) component. The AGP function is, from the 
PCI bus perspective, treated essentially as a PCI/PCI bridge and configured through PCI 
configuration registers (Table 4-6). Configuration is accomplished by BIOS during POST. 



A NOTE: Configuration of the AGP bus interface involves functions 0 and 1 of the 
GMCH. Function 0 registers (listed in Table 3-4) include functions that affect basic 
conlrol (GART) ofllic AGP. 



Table 4-6. 

PCI/AGP Bridge Function Configuration Registers 
(GMCH, Function 1) 



PCI 






PCI 






Config. 




Reset 


Config. 




Reset 


Addr. 


Register 


Value 


Addr. 


Register 


Value 


00, 01 h 


Vendor ID 


8086h 


IBh 


Sec. Master Latency Timer 


OOh 


02, 03h 


Device ID 


[11 


ICh 


I/O Base Address 


FOh 


04, 05h 


Command 


OOOOh 


IDh 


I/O Limit Address 


OOh 


06, 07h 


Status 


0020h 


IE, IFh 


Sec. PCI/PCI Status 


02A0h 


08h 


Revision ID 


OOh 


20, 21 h 


Memory Base Address 


FFFOh 


OA, OBh 


Class Code 


0406h 


22, 23h 


Memory Limit Address 


OOOOh 


OEh 


Header Type 


Olh 


24, 25h 


Prefetch Mem. Base Addr. 


FFFOh 


18h 


Primary Bus Number 


OOh 


26, 27h 


Prefetch Mem. Limit Addr. 


OOOOh 


19h 


Secondary Bus Number 


OOh 


3Eh 


PCI/PCI Bridge Control 


OOh 


lAh 


Subordinate Bus Number 


OOh 


3F-FFh 


Reserved 


OOh 



NOTE: 

Assume unmarked locations/gaps as reserved. Refer to Intel documentation for detailed 
register descriptions. 
[1] Mlcrotower = 2501h 

Desktop or minitower = 11 31 h 



The AGP graphics adapter (actually its resident controller) is configured as a standard PCI device. 
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4.3.3 AGP CONNECTOR 




Figure 4-8. Universal AGP Bus Connector 



Table 4-7. 

AGP Bus Connector Pinout 



Pin 


A Signal 


B Signal 


Pin 


A Signal 


B Signal 


Pin 


A Signal 


B Signal 


01 


+ 12 VDC 


OVRCNT- 


23 


GND 


GND 


45 


VDD3 


VDD3 


02 


Type Det- 


VDD 


24 


NC 


VDD3 Aux 


46 


TRDY- 


DEVSEL- 


03 


NC 


VDD 


25 


VDD3 


VDD3 


47 


STOP- 


VDDQ 


04 


USBN 


USBP 


26 


PAD30 


PAD31 


48 


PME- 


PERR- 


05 


GND 


GND 


27 


PAD28 


PAD29 


49 


GND 


GND 


06 


INTA- 


INTB- 


28 


VDD3 


VDD3 


50 


PAR 


SERR- 


07 


RESET 


CLK 


29 


PAD26 


PAD27 


51 


PAD 15 


CBE1- 


08 


GNT- 


REQ- 


30 


PAD24 


PAD25 


52 


VDDQ 


VDDQ 


09 


VDD3 


VDD3 


31 


GND 


GND 


53 


PAD 13 


PAD 14 


10 


ST1 


STO 


32 


AD STB1- 


AD STB1 


54 


PAD 11 


PAD 12 


11 


NC 


ST2 


33 


CBE3- 


PAD23 


55 


GND 


GND 


12 


PIPE- 


RBF- 


34 


VDDQ 


VDDQ 


56 


PAD09 


RADIO 


13 


GND 


GND 


35 


PAD22 


PAD21 


57 


CBEO- 


PAD08 


14 


WBF- 


NC 


36 


PAD20 


PAD 19 


58 


VDDQ 


VDDQ 


15 


SBA1 


SB AO 


37 


GND 


GND 


59 


AD STBO- 


AD STBO 


16 


VDD3 


VDD3 


38 


PAD 18 


PAD 17 


60 


PAD06 


PAD07 


17 


SBA3 


SBA2 


39 


PAD 16 


CBE2- 


61 


GND 


GND 


18 


SB STB- 


SB STB 


40 


VDDQ 


VDDQ 


62 


PAD04 


PAD05 


19 


GND 


GND 


41 


FRAME- 


IRDY- 


63 


PAD02 


PAD03 


20 


SBA5 


SBA4 


42 


NC 


VDD3 Aux 


64 


VDDQ 


VDDQ 


21 


SBA7 


DBA6 


43 


GND 


GND 


65 


PADOO 


PAD01 


22 


NC 


NC 


44 


NC 


NC 


66 


VREFGC 


VREFCG 



NOTES; 

NC = Not connected 

VDDQ = 3.3 VDC when TYPE DET- is left open by AGP 1X/2X card. 
VDDQ = 1 .5 VDC when TYPE DET- is grounded by AGP 4X card. 
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4A SYSTEM RESOURCES 

This section describes the availabihty and basic control of major subsystems, otherwise known as 
resource allocation or simply "system resources." System resources are provided on a priority 
basis through hardware interrupts and DMA requests and grants. 



4.4.1 INTERRUPTS 

The microprocessor uses two types of hardware interrupts; maskable and nonmaskable. A 
maskable interrupt can be enabled or disabled within the microprocessor by the use of the STI and 
CLI instructions. A nonmaskable interrupt cannot be masked off within the microprocessor, 
although it may be inhibited by hardware or software means extemal to the microprocessor. 



4.4.1.1 Maskable Interrupts 



The maskable interrupt is a hardware-generated signal used by peripheral functions within the 
system to get the attention of the microprocessor. Peripheral functions produce a unique INTA-H 
(PCI) or IRQO-15 (ISA) signal that is routed to interrupt processing logic that asserts the interrupt 
(INTR-) input to the microprocessor. The microprocessor halts execution to determine the source 
of the interrupt and then services the peripheral as appropriate. Figure 4-9 shows the routing of 
PCI and ISA interrupts. Most IRQs are routed through the I/O controller, which contains a 
serializing function. A serialized interrupt stream is apphed to the 82801 ICH. 



I/0& 
SM Functions 



IDE 

Hard Drives 



PCI Peripherals 



IRQ3..7, 
9.. 12, 

14,15 



I/O Controller 



IRQ14,15 



INTA-..D- 



Interrupt 
Serlalizer 



Serial IRQ 



82801 
ICH 



Interrupt 
Processing 



INTR- 



APIC Bus 
4 ► 



Microprocessor 



Figure 4-9. Maskable Interrupt Processing, Block Diagram 



The 82801 ICH component can be configured (through the Setup utility) to handle interrupts in 
one of two modes of operation: 



♦ 8259 mode 

♦ APIC mode 
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8259 Mode 

In 8259-Mode, interrupts IRQ0-IRQ15 are handled in the conventional (AT-system) method using 
logic that is the equivalent of two 8259 interrupt controllers. Table 4-8 hsts the standard source 
configuration for maskable interrupts and their priorities in 8259 mode. If more than one interrupt 
is pending, the highest priority (lowest number) is processed first. 







Table 4-8. 






Maskable Interrupt Priorities and Assignments 


Priority 


Signai Labe 


Source (Typicai) 


1 


IRQO 


Interval timer 1, counter 0 


2 


IRQ1 


Keyboard 


3 


IRQ8- 


Real-time clock 


4 


IRQ9 


Microtower, game/MIDI port; desktop or minitower, unused. 


5 


IRQ10 


Unused 


6 


IRQ11 


Unused 


7 


IRQ12 


Mouse 


8 


IRQ13 


Coprocessor (math) 


9 


IRQ14 


IDE primary l/F 


10 


IRQ15 


IDE secondary l/F 


11 


IRQ3 


Serial port {COM2) 


12 


IRQ4 


Serial port (COMI) 


13 


IRQ5 


Unused 


14 


IRQ6 


Diskette drive controller 


15 


IRQ7 


Parallel port(LPTI) 




IRQ2 


NOT AVAILABLE (Cascade from interrupt controller 2) 



APIC Mode 

The Advanced Programmable Interrupt Controller (APIC) mode enhances intemipt-processing 
performance with the following advantages: 

♦ Eliminating the processor's interrupt acknowledge cycle by using a separate APIC bus. 

♦ Programmable interrupt priority. 

♦ Additional interrupts (total of 24). 

Four PCI interrupts are available in APIC mode. The PCI interrupts are evenly distributed to 
minimize latency and are wired as follows: 



ICH 
Int. Cntlr. 




PCI 
Siot1 


PCI 

Slot 2 


PCi 
Slots 


AGP 

Slot 


USB 

l/F 


1740 
Cntlr. [1] 


INTA- 


Wired 
to 


INTA- 


INTD- 


INTC- 






INTA- 


INTB- 


INTB- 


INTA- 


INTD- 






INTB- 


INTC- 


INTC- 


INTB- 


INTA- 


INTA- 






INTD- 




INTD- 


INTC- 


INTB- 


INTB- 


INTA- 





NOTE: 



[1] Internal graphics controller of the GMCH, wired internally. 



A NOTE: The APIC mode is supported by Windows NT/2000 operating systems. Systems 
using the Windows 95 or 98 operating system will need to run in 8259 mode. The mode 

is 

selectable through the Setup utility. 
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Maskable Interrupt processing is controlled and monitored through standard AT-type I/O-mapped 
registers. These registers are listed in Table 4-9. 





Table 4-9. 




Maskable Interrupt Control Registers 


I/O Port 


Register 


020h 


Base Address, Int. Cntlr. 1 


021 h 


Initialization Command Word 2-4, Int. Cntlr. 1 


OAOh 


Base Address, Int. Cntlr. 2 


0A1h 


Initialization Command Word 2-4, Int. Cntlr. 2 



The initialization and operation of the interrupt control registers follows standard AT-type 
protocol. 

4.4.1.2 Non-Maskable Interrupts 

Non-maskable interrupts cannot be masked (inhibited) within the microprocessor itself but may be 
maskable by software using logic external to the microprocessor. There are two non-maskable 
interrupt signals: the NMI- and the SMI-. These signals have service priority over all maskable 
interrupts, with the SMI- having top priority over all interrupts including the NMI-. 

NMI- Generation 

The Non-Maskable Interrupt (NMI-) signal can be generated by one of the following actions: 

♦ Parity errors detected on a PCI bus (activating SERR- or PERR-). 

♦ Microprocessor internal error (activating lERRA or lERRB) 

The SERR- and PERR- signals are routed through the ICH component, which in turn activates the 
NMI to the microprocessor. 
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The NMI Status Register at I/O port 06 Ih contains NMI source and status data as follows: 



NMI Status Register 61h 



Bit 


Function 


7 


NMI Status: 

0 = No NMI from system board parity error. 

1 = NMI requested, read only 


6 


lOCHK- NMI: 

U — NO INMI Trom lUL/rlrx- 

1 = lOCHK- is active (low), NMI requested, read only 


5 


Interval Timer 1 , Counter 2 (Speaker) Status 


4 


Refresh Indicator (toggles with every refresh) 


3 


lOCHK- NMI Enable/Disable: 

0 = NMI from lOCHK- enabled 

1 = NMI from lOCHK- disabled and cleared (R/W) 


2 


System Board Parity Error (PERR/SERR) NMI Enable: 

0 = Parity error NMI enabled 

1 = Parity error NMI disabled and cleared (R/W) 


1 


Speaker Data (R/W) 


0 


Inteval Timer 1 , Counter 2 Gate Signal (R/W) 

0 = Counter 2 disabled 

1 = Counter 2 enabled 


1 Functions not related to NMI activity. 



After the active NMI has been processed, status bits <7> or <6> are cleared by pulsing bits <2> or 
<3> respectively. 

The NMI Enable Register (070h, <7>) is used to enable/disable the NMI signal. Writing 80h to 
this register masks generation of the NMI-. Note that the lower six bits of register at I/O port 70h 
affect RTC operation and should be considered when changing NMI- generation status. 



SMI- Generation 

The SMI- (System Management Interrupt) is typically used for power management functions. 
When power management is enabled, inactivity timers are monitored. When a timer times out, 
SMI- is asserted and invokes the microprocessor's SMI handler. The SMI- handler works with the 
APM BIOS to service the SMI- according to the cause of the timeout. 

Although the SMI- is primarily used for power managment the interrupt is also employed for the 
QuickLock/QuickBlank functions as well. 
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4.4.2 DIRECT MEMORY ACCESS 

Direct Memory Access (DMA) is a method by which a device accesses system memory without 
involving the microprocessor. Although the DMA method has been traditionally used to transfer 
blocks of data to or from an ISA I/O device, PCI devices may also use DMA operation as well. 
The DMA method reduces the amount of CPU interactions with memory, freeing the CPU for 
other processing tasks. 

NOTE: This section describes DMA in general. For detailed information regarding 
DMA operation, refer to the data manual for the Intel 82801BA I/O Controller Hub. 

The 82801 ICH component includes the equivalent of two 8237 DMA controllers cascaded 
together to provide eight DMA channels, each (excepting channel 4) configurable to a specific 
device. Table 4-10 lists the default configuration of the DMA channels. 





Table 4-10. 


Default DMA Channel Assignments 


DMA Channel 


Device ID 


Controller 1 (byte transfers) 




0 


Unused 


1 


Audio subsystem 


2 


Diskette drive 


3 


Parallel port (ECP or ERR mode) 


Controller 2 (word transfers) 




4 


Cascade for controller 1 


5 


Unused 


6 


Unused 


7 


Unused 



All channels in DMA controller 1 operate at a higher priority than those in controller 2. Note that 
channel 4 is not available for use other than its cascading function for controller 1 . The DMA 
controller 2 can transfer words only on an even address boundary. The DMA controller and page 
register defme a 24-bit address that allows data fransfers within the address space of the CPU. 

In addition to device configuration, each channel can be configured (through PCI Configuration 
Registers) for one of two modes of operation: 

♦ LPC DMA 

♦ PC/PCI DMA 

The LPC DMA mode uses the LPC bus to communicate DMA channel control and is 
implemented for devices using DMA through the I/O controller such as the diskette drive 
controller. 

The PC/PCI DMA mode uses the REQ#/GNT# signals to communicate DMA channel control and 
is used by PCI expansion devices. 
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The DMA logic is accessed through two types of I/O mapped registers; page registers and 
controller registers. 



4.4.2.1 DMA Page Registers 

The DMA page register contains the eight most significant bits of the 24-bit address and works in 
conjunction with the DMA controllers to define the complete (24-bit)address for the DMA 
channels. Table 4-11 lists the page register port addresses. 





Table 4-11. 


DMA Page Register Addresses 


DMA Channel 


Page Register I/O Port 


Controller 1 (byte transfers) 




ChO 


087h 


Ch 1 


083h 


Ch2 


081 h 


Ch3 


082h 


Controller 2 (word transfers) 




Ch4 


n/a 


Ch5 


OBBh 


Ch6 


089h 


Ch7 


OSAh 


Refresh 


08Fh [see note] 



NOTE: 

The DMA memory page register for the refresh channel must be 
programmed with OOh for proper operation. 



The memory address is derived as follows: 

24-Bit Address - Controller 1 (Byte Transfers) 
8-Bit Page Register 8 -Bit DMA Controller 
A23..A16 A15..A00 

24-Bit Address - Controller 2 (Word Transfers) 
8-Bit Page Register 16-Bit DMA Controller 

A23..A17 A16..A01,(A00 = 0) 



Note that address line A16 from the DMA memory page register is disabled when DMA 
controller 2 is selected. Address line AOO is not connected to DMA controller 2 and is always 0 
when word-length transfers are selected. 

By not connecting AOO, the following applies: 

♦ The size of the the block of data that can be moved or addressed is measured in 16-bits 
(words) rather than 8-bits (bytes). 

♦ The words must always be addressed on an even boundary. 
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DMA controller 1 can move up to 64 Kbytes of data per DMA transfer. DMA controller 2 can 
move up to 64 Kwords (128 Kbytes) of data per DMA transfer. Word DMA operations are only 
possible between 16-bit memory and 16-bit peripherals. 

The RAM refresh is designed to perform a memory read cycle on each of the 512 row addresses 
in the DRAM memory space. Refresh operations are used to refresh memory on the 32-bit 
memory bus and the ISA bus. The refresh address is provided on lines SAOO through SA08. 
Address lines LA23..17, SA18,19 are driven low. 

The remaining address lines are in an undefined state during the refresh cycle. The refresh 
operations are driven by a 69.799-KHz clock generated by Interval Timer 1, Counter 1. The 
refresh rate is 128 refresh cycles in 2.038 ms. 



4.4.2.2 DMA Controller Registers 

Table 4-12 hsts the DMA Controller Registers and their I/O port addresses. Note that there is a set 
of registers for each DMA controller. 



Table 4-12. 

DMA Controller Registers 



Register 


Controiier 1 


Controiier 2 


R/W 


Status 


008h 


ODOh 


R 


Command 


008h 


ODOh 


W 


Mode 


OOBh 


0D6h 


W 


Write Single IVIasl< Bit 


OOAh 


0D4h 


W 


Write All Mask Bits 


OOFh 


ODEh 


W 


Software DRQx Request 


009h 


0D2h 


W 


Base and Current Address - Ch 0 


OOOh 


OCOh 


W 


Current Address - Ch 0 


OOOh 


OCOh 


R 


Base and Current Word Count - Ch 0 


001 h 


0C2h 


W 


Current Word Count - Ch 0 


001 h 


0C2h 


R 


Base and Current Address - Ch 1 


002h 


0C4h 


W 


Current Address - Ch 1 


002h 


0C4h 


R 


Base and Current Word Count - Ch 1 


003h 


0C6h 


W 


Current Word Count - Ch 1 


003h 


0C6h 


R 


Base and Current Address - Ch 2 


004h 


0C8h 


W 


Current Address - Ch 2 


004h 


0C8h 


R 


Base and Current Word Count - Ch 2 


005h 


OCAh 


W 


Current Word Count - Ch 2 


005h 


OCAh 


R 


Base and Current Address - Ch 3 


006h 


OCCh 


W 


Current Address - Ch 3 


006h 


OCCh 


R 


Base and Current Word Count - Ch 3 


007h 


OCEh 


W 


Current Word Count - Ch 3 


007h 


OCEh 


R 


Temporary (Command) 


OODh 


ODAh 


R 


Reset Pointer Fiip-Fiop (Command) 


OOCh 


0D8h 


W 


Master Reset (Command) 


OODh 


ODAh 


W 


Reset Mask Register (Command) 


OOEh 


ODCh 


w 
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4.5 SYSTEM CLOCK DISTRIBUTION 



These systems use an Intel CK-type clock generator and crystal for generating the clock signals 
required by the system board components. Table 4-13 lists the system board clock signals and 
how they are distributed. 



Table 4-13. 

Clock Generation and Distribution 



Frequency 


Source 


Destination 


66, 100, or 133 MHz 


CK 


Processor, GMCH 


100 or 133 MHz 


CK 


DIMM sockets 


66 MHz 


CK 


ICH, AGP Graphics Cntlr. 


48 MHz 


CK 


ICH, I/O Cntlr. 


33 MHz 


CK 


Processor, ICH, PCI Slots 


14.31818 MHz 


Crystal 


CK 



Certain clock outputs are turned off during reduced power modes to conserve energy. Clock 
output control is handled through the SMBus interface by BIOS. 



4.6 REAL-TIME CLOCK AND CONFIGURATION MEMORY 



The Real-time clock (RTC) and configuration memory (also referred to as "CMOS") functions are 
provided by the 82801 ICH component and is MC1468 18-compatible. As shown in the following 
figure, the 82801 ICH component provides 256 bytes of battery-backed RAM divided into two 
128-byte configuration memory areas. The RTC uses the first 14 bytes (00-ODh) of the standard 
memory area. All locations of the standard memory area (00-7Fh) can be directly accessed using 
conventional OUT and IN assembly language instructions through I/O ports 70h/71h, although the 
suggested method is to use the INT15 AX=E823h BIOS call. 



ODh 


Register D 




OCh 


Register C 




OBh 


Register B 




OAh 


Register A 




09h 


Year 




OBh 


Month 




07h 


Date of Month 




06h 


Day of Weel< 




05h 


Hours (Alarm) 




04h 


Hours (Timer) 




03h 


Minutes (Alarm) 




02h 


Minutes (Timer) 




01 h 


Seconds (Alarm) 




OOh 


Seconds (Timer) 





82801 



Extended Config. 
Memory Area 
(128 bytes) 



Standard Config. 
Memory Area 
(114 bytes) 



RTC Area 
(14 bytes) 



FFh 



80h 
7Fh 



OEh 
ODh 

OOh 



CMOS 



Figure 4-10. Configuration Memory Map 



A lithium 3-VDC battery is used for maintaining the RTC and configuration memory while the 
system is powered down. The battery is located in a battery holder on the system board is replaced 
with a Renata CR2032 or equivalent 3-VDC lithium battery. 
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4.6.1 CLEARING CMOS 

The contents of configuration memory (including the Power-On Password) can be cleared by the 
following procedures: 

Desktop or Minitower system: 

1 . Turn off the unit. 

2. Disconnect the AC power cord from the outlet and/or system unit. 

3. Remove the chassis hood (cover) and insure that no LEDs on the system board are 
illuminated. 

4. Press and release the CMOS clear button on the system board. 

5. Replace the chassis hood (cover). 

6. Reconnect the AC power cord to the outlet and/or system unit. 

7. Turn the unit on. 

To clear only the Power-On Password refer to section 4.7.1.1. 



Microtower system: 

1 . Turn off the unit. 

2. Disconnect the AC cord from the outlet and/or system unit. 

3. Remove the chassis hood (cover) and insure that no LEDs are illuminated. 

4. Move the jumper from pins 2 and 3 to pins 1 and 2 of the CMOS Clear header (JP5) on the 
system board. 

5 . Connect the AC cord to the system and/or outlet and power-up the system. 

6. The screen should display a prompt for pressing Fl (to clear CMOS) or F4 (to clear 
password). Upon pressing either Fl or F4 the system will execute the choice and power 
down. 

7. Move the jumper from pins 1 and 2 to pins 2 and 3. 

8. Replace the hood (cover). 

9. Power up the system. The defaults will be restored at this time. 
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4.6.2 CMOS ARCHIVE AND RESTORE (DESKTOP AND MINITOWER ONLY) 

During the boot sequence the BIOS saves a copy of NVRAM (CMOS contents, password(s) and 
other system variables) in a portion of the flash ROM. Should the system become un-usable, the 
last good copy of NVRAM data can be restored with the Power Button Override function. This 
function is invoked with the following procedure: 

1 . With the unit powered down, press and release the power button. 

2. Immediately after releasing the power button in step 1, press and hold the power button until 
the unit powers down. This action will be recorded as a Power Button Override event. 

With the next startup sequence the BIOS will detect the occurrence of the Power Button Override 
event and will load the backup copy of NVRAM from the ROM to the CMOS. 



A NOTE: The Power Button Override feature does not allow quick cycling of the system 
(turning on then off). If the power cord is disconnected during the POST routine, the 
splash screen image may become corrupted, requiring a re-flashing of the ROM (refer to 
chapter 8, BIOS ROM). 



4.6.3 STANDARD CMOS LOCATIONS 

Table 4-14 and the following paragraphs describe standard configuration memory locations OAh- 
3Fh. These locations are accessible using OUT/IN assembly language instructions using port 
70/7 Ih or BIOS function INT15, AX=E823h. 



Table 4-14. 

Configuration Memory (CMOS) Map 



Location Function 


Location 


Function 


00-ODh 


Real-time clock 


24h 


System board ID 


OEh 


Diagnostic status 


25h 


System architecture data 


OFh 


System reset code 


26h 


Auxiliary peripheral configuration 


10h 


Diskette drive type 


27h 


Speed control external drive 


11h 


Reserved 


28h 


Expanded/base mem. size, IRQ12 


12h 


Hard drive type 


29h 


Miscellaneous configuration 


13h 


Security functions 


2Ah 


Hard drive timeout 


14h 


Equipment installed 


2Bh 


System inactivity timeout 


15h 


Base memory size, low byte/KB 


2Ch 


IVIonitor timeout, Num Lock Cntrl 


16h 


Base memory size, high byte/KB 


2Dh 


Additional flags 


17h 


Extended memory, low byte/KB 


2Eh-2Fh 


Checksum of locations 10h-2Dh 


18h 


Extended memory, high byte/KB 


30h-31h 


Total extended memory tested 


19h 


Hard drive 1 , primary controller 


32h 


Century 


lAh 


Hard drive 2, primary controller 


33h 


Miscellaneous flags set by BIOS 


IBh 


Hard drive 1 , secondary controller 


34h 


International language 


ICh 


Hard drive 2, secondary controller 


35h 


APIVI status flags 


IDh 


Enhanced hard drive support 


36h 


ECC POST test single bit 


1Eh 


Reserved 


37h-3Fh 


Power-on password 


1Fh 


Power management functions 


40-FFh 


Feature Control/Status 


NOTES: 


Assume unmarked gaps are reserved. 
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RTC Control Register A, Byte OAh 



7 Update in Progress. Read only. 

0 = Time update wiii not occur before 2444 us 

1 = Time update will occur witliin 2444 us 

6..4 Divider Ctiain Control. RA/V. 
OOx = Oscillator disabled. 

010 = Normal operation (time base frequency = 32.768 KHz). 

1 1x = Divider chain reset. 

3..0 Periodic Interrupt Control. R/W. Specifies the periodic interrupt interval. 



0000 


= none 


1000 


= 3.90625 ms 


0001 


= 3.90625 ms 


1001 


= 7.8125 ms 


0010 


= 7.8125 ms 


1010 


= 15. 625 ms 


0011 


= 122.070 us 


1011 


= 31.25 ms 


0100 


= 244.141 us 


1100 


= 62.50 ms 


0101 


= 488.281 us 


1101 


= 125 ms 


0110 


= 976.562 us 


1110 


= 250 ms 


0111 


= 1.953125 ms 


1111 


= 500 ms 



RTC Control Register B, Byte OBh 



Bit 




7 


Time Update Enable/disable 
0 = Normal operation, 1 = Disable time updating for time set 


6 


Periodic Interrupt Enable/Disable. 
0 = Disable, 1 = Enable interval specified by Register A 


5 


Alarm Interrupt Enable/disable 
0 = Disabled, 1 = Enabled 


4 


End-of-Update Interrupt Enable/Disable 
0 = Disabled, 1 = Enabled 


3 


Reserved (read 0) 


2 


Time/Date Format Select 
0 = BCD format, 1 = Binary format 


1 


Time Mode 
0 = 12-hour mode, 1 = 24-hour mode 


0 


Automatic Daylight Savings Time Enable/Disable 

0 = Disable 

1 = Enable (Advance 1 hour on I'' Sunday in April, retreat 1 hour on last Sunday in 
October). 



RTC Status Register C, Byte OCh 



Bit 


Function 


7 


If set, interrupt output signal active (read only) 


6 


If set, indicates periodic interrupt flag 


5 


If set, indicates alarm interrupt 


4 


If set, indicates end-of-update interrupt 


3..0 


Reserved 


RTC Status Register D, Byte ODh 




Function 


7 


RTC Power Status 

0 = RTC has lost power 

1 = RTC has not lost power 


6..0 


Reserved 
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Configuration Byte OEh, Diagnostic Status 

Default Value = OOh 

This byte contains diagnostic status data. 



Configuration Byte OFh, System Reset Code 

Default Value = OOh 

This byte contains the system reset code. 



Configuration Byte lOh, Diskette Drive Type 



Bit 


Function 


7..4 


Primary (Drive A) Diskette Drive Type 


3..0 


Secondary (Drive B) Diskette Drive Type 



Valid values for bits <7..4> and bits <3..0>: 



0000 = Not installed 

0001 = 360-KB drive 

0010 = 1.2-MB drive 

0011 = 720-KB drive 

0100 = 1.44-IVIB/1 .25-MB drive 
0110 = 2.88-MB drive 
(all other values reserved) 



Configuration Byte 12h, Hard Drive Type 



Bit 




7..4 


Primary Controller 1 , Hard Drive 1 Type: 




0000 = none 


1 000 = Type 8 




0001 = Type 1 


1001 = Type 9 




0010 - Type 2 


1010 = Type 10 




001 1 = Type 3 


1011 =Type 11 




0100 = Type 4 


1100 = Type 12 




0101 = Type 5 


1101 =Type 13 




0110 - Type 6 


1110 = Type 14 




0111 = Type 7 


1111= other (use bytes 19h) 


3..0 


Primary Controller 1 , Hard Drive 2 Type: 




0000 - none 


1 000 = Type 8 




0001 = Type 1 


1001 = Type 9 




0010 - Type 2 


1010 = Type 10 




001 1 = Type 3 


1011 =Type 11 




0100 - Type 4 


1100 = Type 12 




0101 = Type 5 


1101 =Type 13 




0110 = Type 6 


1110 = Type 14 




0111= Type 7 


1111= other (use bytes lAh) 
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Configuration Byte 13h, Security Functions 

Default Value = OOh 



7 


Reserved 


6 


QuickBlank Enable After Standby: 

0 = Disable 

1 = Enable 


5 


Administrator Password: 

0 = Not present 

1 = Present 


4 


Reserved 


3 


Diskette Boot Enable: 

0 = Enable 

1 = Disable 


2 


QuickLock Enable: 

0 = Disable 

1 = Enable 


1 


Network Server IVlode/Security Lock Override: 

0 = Disable 

1 = Enable 


0 


Password State (Set by BIOS at Power-up) 

0 = Not set 

1 =Set 



Configuration Byte 14h, Equipment Installed 

Default Value (standard configuration) = 03h 



Bit 




7,6 


No. of Diskette Drives Installed: 
00 = 1 drive 10 = 3 drives 
01=2 drives 11=4 drives 


5..2 


Reserved 


1 


Coprocessor Present 

0 = Coprocessor not installed 

1 = Coprocessor installed 


0 


Diskette Drives Present 

0 = No diskette drives Installed 

1 = Diskette drive(s) installed 



Configuration Bytes 15h and 16h, Base Memory Size 

Default Value = 280h 

Bytes 15h and 16h hold a 16-bit value that specifies the base memory size in 1-KB (1024) 
increments. Valid base memory sizes are 512 and 640 kilobytes . 



Configuration Bytes 17h and 18h, Extended Memory Size 

Bytes 17h and 18h hold a 16-bit value that specifies the extended memory size in 1-KB 
increments. 
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Configuration Bytes 19h-lCh, Hard Drive Types 

Byte 19h contains the hard drive type for drive 1 of the primary controller if byte 12h bits <7..4> 
hold 1111b. Byte 1 Ah contains the hard drive type for drive 2 of the primary controller if byte 12h 
bits <3..0> hold 1 1 1 lb. ByteslBh and ICh contain the hard drive types for hard drives 1 and 2 of 
the secondary controller. 



Configuration Byte IDli, Enhanced IDE Hard Drive Support 

Default Value = FOh 



Bit 


Function 


7 


EIDE - Drive C (83h) 


6 


EIDE - Drive D (82h) 


5 


EIDE- Drive E (81 h) 


4 


EIDE - Drive F (80h) 


3..0 


Reserved 



Values for bits <7..4> : 

0 = Disable 

1 = Enable for auto-configure 



Configuration Byte IFh, Power Management Functions 

Default Value = OOh 



Bit 


Function 


7..4 


Reserved 


3 


Slow Processor Clock for Low Power Mode 

0 = Processor runs at full speed 

1 = Processor runs at slow speed 


2 


Reserved 


1 


Monitor Off Mode 

0 = Turn monitor power off after 45 minutes in 

standby 

1 = Leave monitor power on 


0 


Energy Saver Mode Indicator (Blinking LED) 

0 = Disable 

1 = Enable 



Configuration Byte 241i, System Board Identification 

Default Value = 7Eh 

Configuration memory location 24h holds the system board ID. 



Configuration Byte 251i, System Arcliitecture Data 

Default Value = OBh 



7..4 


Reserved 


3 


Unmapping of ROM: 

0 = Allowed 

1 = Not allowed 


2 


Reserved 


1,0 


Diagnostic Status Byte Address 
00 = Memory locations 80C00000h-80C00004h 
01=1/0 ports 878h-87Ch 
1 1 = neither place 
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Configuration Byte 26h, Auxiliary Periplieral Configuration 

Default Value = OOh 







7,6 


I/O Delay Select 

00 = 420 ns (default) 

01 = 300 ns 

10 = 2600 ns 

11 = 540 ns 


5 


Alternative A20 Switching 

0 = Disable port 92 mode 

1 = Enable port 92 mode 


4 


Bi-directional Print Port l\/lode 

0 = Disabled 

1 = Enabled 


3 


Graphics Type 

0 = Color 

1 = Monochrome 


2 


Hard Drive Primary/Secondary Address Select: 

0 = Primary 

1 = Secondary 


1 


Diskette I/O Port 

0 = Primary 

1 = Secondary 


0 


Diskette I/O Port Enable 

0 = Primary 

1 = Secondary 



Configuration Byte 271i, Speed Control/External Drive 

Default Value = OOh 



Bit 




7 


Boot Speed 

0 = Max MHz 

1 = Fast speed 


6..0 


Reserved 



Configuration Byte 28h, Expanded and Base Memory, IRQ12 Select 

Default Value = OOh 



7 


IRQ12 Select 




0 = Mouse 




1 = Expansion bus 


6,5 


Base Memory Size: 




00 = 640 KB 




01 = 512 KB 




10 = 256 KB 




1 1 = Invalid 


4..0 


Internal Compaq Memory: 




00000 = None 




00001 = 512 KB 




00010 = 1 MB 




00011 = 1.5 MB 




11111 = 15.5 MB 
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Configuration Byte 29h, Miscellaneous Configuration Data 

Default Value = OOh 



Bit 




7..5 


Reserved 


4 


Primary Hard Drive Enable (Non-PCI IDE Controllers) 

0 = Disable 

1 = Enable 


3..0 


Reserved 



Configuration Byte 2Ah, Hard Drive Timeout 

Default Value = 02h 



7..5 


Reserved 


4..0 


Hard Drive Timeout (index to SIT timeout record) 



Configuration Byte 2Bh, System Inactivity Timeout 

Default Value = 23h 



Bit 




7 


Reserved 


6,5 


Power Conservation Boot 

00 = Reserved 

01 = PC on 

10 = PC off 

1 1 = Reserved 


4..0 


System Inactive Timeout. (Index to SIT system timeout 
record) 
00000 = Disabled 



Configuration Byte 2Ch, ScreenSave and NUMLOCK Control 

Default Value = OOh 



7 


Reserved 


6 


Numlock Control 

0 = Numlock off at power on 

1 = Numlock on at power on 


5 


Screen Blank Control: 

0 = No screen blank 

1 = Screen blank w/QulckLock 


4..0 


ScreenSave Timeout. (Index to SIT monitor timeout record) 
000000 = Disabled 
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Configuration Byte 2Dh, Additional Flags 

Default Value = OOh 



Bit 




7..5 


Reserved 


4 


Memory Test 

0 = Test memory on power up only 

1 = Test memory on warm boot 


3 


POST Error Handling (BIOS Defined) 

0 = Display "Press F1 to Continue" on error 

1 = Skip F1 message 


2..0 


Reserved 



Configuration Byte 2Eh, 2Fh, Checksum 

These bytes hold the checksum of bytes lOh to 2Dh. 

Configuration Byte 30h, 31h, Total Extended Memory Tested 

This location holds the amount of system memory that checked good during the POST. 

Configuration Byte 32h, Century 

This location holds the Century value in a binary coded decimal (BCD) format. 



Configuration Byte 33h, Miscellaneous Flags 

Default Value = 80h 







7 


Memory Above 640 KB 
0 = No, 1 = Yes 


6 


Reserved 


5 


Weitek Numeric Coprocessor Present: 
0 = Not installed, 1 = Installed 


4 


Standard Numeric Coprocessor Present: 
0 = Not installed, 1 = Installed 


3..0 


Reserved 



Configuration Byte 34h, International Language Support 

Default Value = OOh 
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Configuration Byte 35h, APM Status Flags 

Default Value = 11h 



7..6 


Power Conservation State: 

00 = Ready 

01 = Standby 

10 = Suspend 

11 = Off 


5,4 


Reserved 


3 


32-bit Connection: 
0 = Disconnected, 1 = Connected 


2 


16-bit Connection 
0 = Disconnected, 1 = Connected 


1 


Real IVIode Connection 
0 = Disconnected, 1 = Connected 


0 


Power Management Enable: 

0 = Disabled 

1 = Enabled 



Configuration Byte 361i, ECC POST Test Single Bit Errors 

Default Value = Olh 



7 


Row 7 Error Detect 


6 


Row 6 Error Detect 


5 


Row 5 Error Detect 


4 


Row 4 Error Detect 


3 


Row 3 Error Detect 


2 


Row 2 Error Detect 


1 


Row 1 Error Detect 


0 


Row 0 Error Detect 



0 = No single bit error detected 

1 = Single bit error detected. 



Configuration Byte 37h-3Fh, Power-On Password 

These eight locations hold the power-on password. 
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4.7 SYSTEM MANAGEMENT 

This section describes functions having to do with security, power management, temperature, and 
overall status. These functions are handled by hardware and firmware (BIOS) and generally 
configured through the Setup utility. 



4.7.1 SECURITY FUNCTIONS 

These systems include various features that provide different levels of security. Note that this 
subsection describes only the hardware functionality (including that supported by Setup) and 
does not describe security features that may be provided by the operating system and application 
software. 



4.7.1.1 Power-On Password 

These systems include a power-on password, which may be enabled or disabled (cleared) through 
a jumper on the system board. The jumper controls a GPIO input to the 82801 ICH that is checked 
during POST. The password is stored in configuration memory (CMOS) and if enabled and then 
forgotten by the user will require that either the password be cleared (preferable solution and 
described below) or the entire CMOS be cleared (refer to section 4.6). 

To clear the password, use the following procedure: 

Desktop or minitower: 

1 . Turn off the system and disconnect the AC power cord from the outlet and/or system unit. 

2. Remove the cover (hood). Insure that all system board LEDs are off (not illuminated). 

3. Locate the password header/jumper (labeled E49 on these systems) and remove the jumper 
from pins 1 and 2 and place on (just) pin 2 (for safekeeping). 

4. Replace the cover. 

5. Re-connect the AC power cord to the AC outlet and/or system unit. 

6. Turn on the system. The POST routine will clear and disable the password. 

7. To re-enable the password feature, repeat steps 1-6, replacing the jumper on pins 1 and 2 of 
header E49. 

Microtower: 

Refer to the "Clearing CMOS" procedure described in section 4.6.1. 



4.7.1.2 Setup Password 

The Setup utility may be configured to be always changeable or changeable only by entering a 
password. The password is held on CMOS and, if forgotten, will require that CMOS be cleared 
(refer to section 4.6). 
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4.7.1.3 Cable Lock Provision 

These systems include a chassis cutout (on the rear panel) for the attachment of a cable lock 
mechanism. 



4.7.1.4 I/O Interface Security 

The serial, parallel, USB, and diskette interfaces may be disabled individually through the Setup 
utility to guard against unauthorized access to a system. In addition, the ability to write to or boot 
from a removable media drive (such as the diskette drive) may be enabled through the Setup 
utility. The disabling of the serial, parallel, and diskette interfaces are a fiinction of the 
LPC47B357 I/O controller. The USB ports are controlled through the 82801 ICH. 
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4.7.2 POWER MANAGEMENT 

This system provides baseline hardware support of ACPI- and APM-comphant firmware and 
software. Key power-consuming components (processor, chipset, I/O controller, and fan) can be 
placed into a reduced power mode either automatically or by user control. The system can then be 
brought back up ("wake-up") by events defined by the ACPI specification. The ACPI wake-up 
events supported by this system are listed as follows: 



ACPI Wake-Up Event 


System Wakes From 


Power Button 


Suspend or soft-off 


RTC Alarm 


Suspend or soft-off 


Wake On LAN (w/NIC) 


Suspend or soft-off 


PME 


Suspend or soft-off 


Serial Port Ring 


Suspend or soft-off 


USB 


Suspend only 


Keyboard 


Suspend only 


Mouse 


Suspend only 



4.7.3 SYSTEM STATUS 



4.7.3.1 Desktop and Minitower Status Indications 

The desktop and minitower systems provide a visual indication of system boot and ROM flash 
status through the keyboard LEDs as listed in table 4-15. 



A NOTE: The LED indications listed in Table 4-15 are valid only for PS/2-type 
keyboards. A USB keyboard will not provide LED status for the listed events, although 
audible (beep) indicalions will occur. 



Table 4-15. 

System Boot/ROM Flash Status LED Indications 



Event 


NUM Lock 
LED 


CAPs Lock 
LED 


Scroll Lock 
LED 


System memory failure [1] 


Blinking 


Off 


Off 


Graphics controller failure \2\ 


Off 


Blinking 


Off 


System failure prior to graphics cntlr. initialization 
[31 


Off 


Off 


Blinking 


ROMPAQ diskette not present, faulty, or drive prob. 


On 


Off 


Off 


Password prompt 


Off 


On 


Off 


Invalid ROM detected - flash failed 


Blinking [4] 


Blinking [4] 


Blinking [4] 


Keyboard locked In network mode 


Blinking [51 


Blinking [51 


Blinking [51 


Successful boot block ROM flash 


On [6] 


On [6] 


On [6] 



NOTES: 

[1] Accompanied by 1 short, 2 long audio beeps 
[2] Accompanied by 1 long, 2 short audio beeps 
[3] Accompanied by 2 long, 1 short audio beeps 

[4] All LEDs will blink in sync twice, accompanied by 1 long and three short audio beeps 
[5] LEDs will blink in sequence (NUM Lock, then CAPs Lock, then Scroll Lock) 
[6] Accompanied by rising audio tone. 
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Table 4-16 lists the operation status codes provided by the power LED on the front of the chassis. 
Note that error or problem conditions are reported only by the power LED on the minitower. 





Table 4-16. 




System Operational Status LED Indications 




Desktop 


Minitower 


System Status 


Power LED 


Power LED 


SO: System on (normal operation) 


Steady green 


Steady green 


SI: Suspend 


Blinks green @ 1 Hz 


Blinks green @ 1 Hz 


S3: Suspend to RAM 


Blinks green @ 1 Hz 


Blinks green @ 1 Hz 


S4: Suspend to disk 


Blinks green @ 0.5 Hz 


Blinks green @ 0.5 Hz 


S5: Soft off 


Off - clear 


Off - clear 


Processor not seated 


Off - clear 


Steady red 


CPU thermal shutdown [1] 


Off - clear 


Blinks red @ 4 Hz 


ROIVI error 


Off - clear 


Blinks red @ 1 Hz 


Power supply crowbar activated 


Off - clear 


Blinks red @ .5 Hz 


System off 


Off - clear 


Off 



NOTE: 



[1] On systems using system board PCA #01 1342 this condition does not exist; the 
system shuts down 

4.7.3.2 Microtower Status Indications 

The front Power LED on the microtower system changes from green to red when the system switches from 
normal on to SI (suspend) mode. 



4.7.4 TEIVIPERATURE SENSING 

The microprocessor features an internal temperature sensor that will detect an excessive heat 
condition and initiate a CPU shut-down routine. On minitower systems a Thermal Trip signal 
routed to the I/O controller is asserted, resulting in the I/O controller's LED logic to blink the 
front panel Power-On LED red at approximately four times a second. 
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4.8 SYSTEM COOLING 



These systems feature a fan as part of the power supply assembly. All systems also provide a 
system board connection for a processor (heat sink) fan. Desktop and Minitower systems also 
provide a connection for an auxiliary chassis fan. All fans operate as long as the power supply is 
active (producing 12 VDC). The fans are off in S3 (Suspend-to-RAM) and S5 (Soft-Off) states. 



NOTE: These systems are designed to provide optimum cooling with the cover in place. 
Operating a system with the cover removed may result in a thermal condition of system 
board componenls, including ihe processor. 



Figure 4-9 shows the schematic of fan control on desktop and minitower systems. 



47B357 
I/O Cntlr. 



Proc. Fan Sense 



Aux. Chassis Fan Sense 



Power Supply Assembly 
L 



Power 
Supply 



+ 12 VDC 



+5 VDC 





Aux. Chassis 
Fan l-ieader 
P216 



(+1 



(-) 



IHeat Sinl< 
Fan Header 
P70 



1 



(-) 



NOTE: 

[1] R77 and R78 are 0-ohm resistors, of which only one will be present. IVIost 
system boards will have R78 in place to apply +12 VDC to the auxiliary 

chassis fan. System boards in units designated for some European and Asian markets may have 
R77 in place to apply +7 VDC to auxiliary fan for reduced noise level. 



Figure 4-11. Desktop and Minitower Fan Control Block Diagram 
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4.9 REGISTER MAP AND MISCELLANEOUS FUNCTIONS 

This section contains the system I/O map and information on general-purpose functions of the 
ICH and I/O controller. 



4.9.1 SYSTEM I/O MAP 

Table 4-17 hsts the fuced addresses of the input/output (I/O) ports. 





Table 4-17. 




System I/O Map 


I/O Port 


Function 


nnnn nniFh 


DMA Pnntrnllpr 1 

LJlVm V/L/IIIIUIICI 1 


0020 002Dh 


Intprriint ("Inntrnllpr 1 


002F OOPFh 


InHpY Rata Pnrt«; fn 1 PH^.TR'^RT I/O nnntrnllpr ^nrimarv^ 

1 1 IVJCA, L-/a ICJ 1 kJI Lo WJ 1 1 Vi/*T 1 UsJ\J 1 11 \J \_/Vj 1 III Ulld KfJ' II 1 ICII y J 


00^0 omnh 


Intprnint r^nntrnllpr 

1 1 1 LC 1 1 U U L w U 1 III kJ 1 1 CI 


0040 004?h 


TiiTiGr 1 


004E 004Fh 


InHpx Data Pnrt«; tn 1 PCAIR'^'^J I/O Cnntmlipr ^«5Pmndarv^ 




Timpr / f^niintpr 

1 UNCI 1 Vi/U/UIILCI 


OOfiO 00fi7h 


IV^iprnpnntrnl lpr M ^^ 1 r^nntrnllpr ^ p Itprn^ti nn pHH tp^^pq^ 
1 vi IL-I iwJL-ui 1 11 ui ici , iNrvii >_/Ui III ui ici t cii ICM Id 11 1 ly auuicooco) 


0070 0n77h 

\J\J 1 \J . .\J\J 1 III 


RJC Pnntrnllpr 

l \ 1 w wUIILIUIICI 


0080 0091 h 


DMA nnntrnllpr 

L^JVIi^ ^^WIIllWllw' 


0092h 


Port A Fa<5t A9n/Rp<5Pt (nPnpratnr 


OOQ'^ OOQFh 


DMA Pnntrnllpr 

l-/l\lr\ V/LJI ILI LJIICI 


OOAO 00R1h 


Intprri int Pnntrnllpr 0 

\ I I LCI 1 ULJL wU 1 1 LI 1^1 Id £- 


00B2h, 00B3h 


APM Control/Status Ports 


00B4..00BDh 


Interrupt Controller 


00C0..00DFh 


DMA Controller 2 


OOFOh 


Coprocessor error register 


0170..0177h 


IDE Controller 2 (active only if standard I/O space is enabled for primary drive) 


01F0..01F7h 


IDE Controller 1 (active only if standard I/O space is enabled for secondary drive) 


0278..027Fh 


Parallel Port (LPT2) 


02E8..02EFh 


Serial Port (COM4) 


02F8..02FFh 


Serial Port (COM2) 


0370..0377h 


Diskette Drive Controller Secondary Address 


0376h 


IDE Controller 2 (active only if standard I/O space is enabled for primary drive) 


0378..037Fh 


Parallel Port (LPT1) 


03B0..03DFh 


Graphics Controller 


03BC..03BEh 


Parallel Port (LPT3) 


03E8..03EFh 


Serial Port (COM3) 


03F0..03F5h 


Disl<ette Drive Controller Primary Addresses 


03F6h 


IDE Controller 1 (active only if standard I/O space is enabled for sec. drive) 


03F8..03FFh 


Serial Port (C0M1) 


04D0, 04D1h 


Interrupt Controller 


0678..067Fh 


Parallel Port (LPT2) 


0778..077Fh 


Parallel Port (LPT1) 


07BC..07BEh 


Parallel Port (LPT3) 


0CF8h 


PCI Configuration Address (dword access only ) 


0CF9h 


Reset Control Register 


OCFCh 


PCI Configuration Data (byte, word, or dword access) 



NOTE; 



Assume unmarked gaps are unused, reserved, or used by functions that employ variable I/O 
address mapping. Some ranges may include reserved addresses. 
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4.9.2 82801 ICH GENERAL PURPOSE FUNCTIONS 

The 82801 ICH component includes a number of single and multi-purpose pins available as 
general-purpose input/output (GPIO) ports. The GPIO ports are configured (enabled/disabled) 
during POST by BIOS through the PCI configuration registers of the ICH's LPC I/F Bridge 
(82801, function 0). The GPIO ports are controlled through 64 bytes of I/O space that is mapped 
during POST. 

Table 4-18 hsts the utilization of the ICH's GPIO ports in the desktop and minitower systems. 





Table 4-18 






82801 ICH GPIO Register Utilization 




GPIO Port # 


Function 


Direction 


0 




NC 


1 




NC 


2 




NC 


3 




NC 


4 




NC 


5 




NC 


6 




NC 


7 


PCI PERR# 


1 


8 


Password Enable 


1 


12 




NC 


13 


SIO SMI 


1 


18 




NC 


19 




NC 


20 




NC 


21 




NC 


22 




NC 


23 




NC 


24 


S3 Power Control 


0 


25 




NC 


26 


SIO 32-KHz Clock 


0 


27 


SMBus Clock 


I/O 


28 


SMBus Data 


I/O 



NOTE: 



NC = not connected (not used). 
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4.9.3 I/O CONTROLLER FUNCTIONS 

The I/O controller (used in desktop and minitower systems) contains various functions such as the 
keyboard/mouse interfaces, diskette interface, serial interfaces, and parallel interface. While the 
control of these interfaces uses standard AT-type I/O addressing (as described in chapter 5) the 
configuration of these functions occurs through indexed ports using PnP protocol. In these 
systems, hardware strapping selects I/O addresses 02Eh/02Fh at reset as the Index/Data ports for 
accessing the logical devices within the I/O contoller. Table 4-19 lists the PnP control registers for 
both the LPC47B357 (used in desktop and minitower systems) and the W83627HF (used in 
microtower systems). 



Table 4-19. 

I/O Controller Control Registers 



Index 


Function 




Reset Value 


02h 


Configuration Control 




OOh 


03h 


Reserved 






07h 


Logical Device (Interface) Select: 
Desktop or Minitower 


Microtower 


OOh 




OOh = Diskette Drive l/F 


Diskette Drive i/F 






01 h = Rsvd 


Parallel l/F 






02h - Rsvd 

03h = Parallel l/F 

04h = Serial l/F (UART 1) 


Serial l/F (UART1) 
Serial i/F (UART 2) 
Rsvd 






05h = Serial l/F (UART 2) 
06h = Rsvd 


Keyboard l/F 
Consumer IR 






07h = Keyboard i/F 
08h = Rsvd 


GP #1 (Game/MiDi i/F) 
GP #2 






09h = Rsvd 


GP#3 






OAh = Runtime Reg. (GPIO Config.) 
OBh = Rsvd 


ACPI 

Hardware monitor 




20h 


Super I/O ID Register (SID) 




[1] 


21h 


Revision 






22h 


Logical Device Power Control 




OOh 


23h 


Logical Device Power Management 




OOh 


24h 


PLL / Oscillator Control 




04h 


25-2Fh 


Device specific [2] 







NOTES: 

[1] Desktop/Minitower, 56h; Microtower, 52h 

[2] Refer to LPC47B357 or W83627HF data sheet for detailed register information. 



The configuration registers are accessed through I/O registers 2Eh (index) and 2Fh (data) after the 
configuration phase has been activated by writing 55h once (desktop/minitower) or 87h twice 
(microtower) to I/O port 2Eh. The BIOS then initiates each logical device and then deactivates the 
configuration phase by writing AAh to 2Eh. 
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4.9.3.1 LPC47B357 GPIO Utilization 

The LPC47B357 I/O Controller (used in desktop and minitower systems) provides 62 general- 
purpose pins that can be individually configured for specific purposes. These pins are configured 
through the Runtime registers (logical device OAh) during the system's configuration phase of the 
boot sequence by the BIOS. 



Table 4-20 lists the GPIO registers for the LPC47B357. Note that not all ports are listed as this 
table defines only the custom implementation of GPIO ports. Refer to SMC documentation for 
standard usage of unlisted GPIO ports. 

I 



Table 4-20. 

LPC47B357 GPIO Port Utilization 



GPIO 


Function 


Direction 


GPIO 


Function 


Direction 


10 


Board rev 1 


1 


42 


ICH SCI 


0 


11 


Board rev 0 


1 


43 




NC 


12 




NC 


44 


Hood Lock 


NC 


13 


PME- 


1 


45 


Hood Unlock 


NC 


14 


WOL 


NC 


46 


ICH SMI- 


0 


15 


System ID 4 [1] 


1 


60 


PCI Slot Reset 


0 


16 


Processor Fan sense 


1 


61 


AGP Slot Reset 


0 


17 




NC 


62 


PWR Button In 


1 


20 


Pri. IDE 80-pin Cable Detect 


1 


63 


SIP S3 


1 


21 


Sec. IDE 80-pin Cable Detect 


1 


64 


SLP S5 


1 


22 




NC 


65 


CPU Changed/Removed 


0 


23 


System ID 2 [1] 


1 


66 


PWR Button Out 


0 


24 


BIOS fail for AOL 


0 


67 


PS On 


0 


25 


System ID 3 [1] 


1 


70 


Remote Off 


1 


26 


Processor Present 


1 


71 


System ID 0 [1] 


1 


27 




NC 


72 


System ID 1 [1] 


1 


30 


PS LED Color Grn 


0 


73 




NC 


31 


PS LED Blink 


0 


74 


Chassis Fan Sense 


1 


32 


Thermal Trip 


1 


75 




NC 


33 


2 MB Media ID 


1 


76 




NC 


34 


FWH Write Protect 


0 


85 


Pwr SEL 


0 


35 


FWH Reset 


0 


86 


S3 3.3 VDC On 


0 


36 


Diskette Motor B 


0 




37 


Diskette Select B 


0 





NOTE: 



NC = Not connected (not used). 

[1] System ID (ID4..0) value for these systems = 00110 for desktops, = 001 1 1 for minitowers. 
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4.9.3.2 LPC47B357 I/O Controller Miscellaneous Functions 

The desktop and minitower systems utilize the following specialized functions built into the LPC 
47B357 I/O Controller: 

♦ Power/Hard drive LED control - The I/O controller provides color and blink control for the 
front panel LEDs used for indicating system events as listed below: 



System Status 


Power LED 


HD LED 


SO: System on (normal operation) 


Steady green 


Green w/HD activity 


S1: Suspend 


Biinl<s green @ 1 Hz 


Off 


S3: Suspend to RAM 


Biinl<s green @ 1 Hz 


Off 


S4: Suspend to disk 


Biinl<s green @ 0.5 Hz 


Off 


S5: Soft off 


Off - clear 


Off 


Baci<piane board not seate [2] 


Steady red [1] 


Steady red [1] 


Processor not seated 


Steady red [1] 


Off 


CPU thermal shiutdown [2] 


Blinks red© 4 Hz [1] 


Off 


ROIVI error 


Blinks red @ 1 Hz [1] 


Off 


Power supply crowbar activated 


Blinks red @ 0.5 Hz[1] 


Off 


System off 


Off 


Off 



NOTE: 

[1] Minitower only. Desktop LED will be Off - dear. 

[2] Condition does not exist on systems using PCA# 01 1342; system will shut down. 



♦ I/O security - The parallel, serial, and diskette interfaces may be disabled individually by 
software and the LPC47B357's disabling register locked. If the disabling register is locked, a 
system reset through a cold boot is required to gain access to the disabling (Device Disable) 
register. 

♦ Processor present/speed detection - One of the battery-back general-purpose inputs (GPI26) 
of the LPC47B357 detects if the processor has been removed. The occurrence of this event is 
passed to the ICH that will, during the next boot sequence, initiate the speed selection routine 
for the processor. The speed selection function replaces the manual DIP switch configuration 
procedure required on previous systems. 

♦ Legacy/ACPI power button mode control - The LPC47B357 receives the pulse signal from 
the system's power button and produces the PS On signal according to the mode (legacy or 
ACPI) selected. Refer to chapter 7 for more information regarding power management. 



4.9.3.3 W83627 I/O Controller Miscellaneous Functions 



The microtower system utilizes the hardware monitor feature the W83627HF component. This 
feature monitors various conditions of the system including fan speed, temperature, and supply 
voltages. A diagnostic program (health monitor) contained on the Quick Restore CD (included 
with each system) may be copied onto the hard drive and executed to report such conditions. 
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Chapter 5 

INPUT/OUTPUT INTERFACES 



5.1 INTRODUCTION 

This chapter describes the standard (i.e., system board) interfaces that provide input and output 
(I/O) porting of data and specifically discusses interfaces that are controlled through 1/O-mapped 
registers. The following I/O interfaces are covered in this chapter: 



♦ 


Enhanced IDE interface (5.2) 


page 5- 


-1 


♦ 


Diskette drive interface (5.3) 


page 5- 


-4 


♦ 


Serial/game interfaces (5.4) 


page 5- 


-8 


♦ 


Parallel interface (5.5) 


page 5- 


-11 


♦ 


Keyboard/pointing device interface (5.6) 


page 5- 


-15 


♦ 


Universal serial bus interface (5.7) 


page 5- 


-21 


♦ 


Audio subsystem (5.8) 


page 5- 


-25 


♦ 


Network support (5.9) 


page 5- 


-32 



5.2 ENHANCED IDE INTERFACE 

The enhanced IDE (EIDE) interface consists of primary and secondary controllers integrated into 
the 82801 ICH component of the chipset. Two 40-pin IDE connectors (one for each controller) 
are included on the system board. Each controller can be configured independently for the 
following modes of operation: 

♦ Programmed I/O (PIO) mode - CPU controls drive transactions through standard I/O mapped 
registers of the IDE drive. 

♦ 8237 DMA mode - CPU offloads drive transactions using DMA protocol with transfer rates 
up to 16MB/S. 

♦ Ultra ATA/66 mode - Preferred bus mastering source-synchronous protocol providing 
transfer rates of 66 MB/s. 

NOTE: These systems include 80-conductor data cables as required for UATA/66 modes. 



5.2.1 IDE PROGRAMMING 

The IDE interface is configured as a PCI device during POST and controlled through I/O-mapped 
registers at runtime. 
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Hard drive types not found in the ROM's parameter table are automatically configured as to 
(soft)type by DOS as follows; 

Primary controller: drive 0, type 65; drive 1, type 66 
Secondary controller; drive 0, type 68; drive 1, type 15 

Non-DOS (non- Windows) operating systems may require using Setup (FIO) for drive 
configuration. 

5.2.1.1 IDE Configuration Registers 

The IDE controller is configured as a PCI device with bus mastering capability. The PCI 
configuration registers for the IDE controller function (PCI device #31, function #1) are hsted in 
Table 5-1. 



Table 5-1. 

EIDE PCI Configuration Registers (82801, Device 31/Function 1) 



PCI Conf. 




Reset 


PCI Conf. 




Reset 


Addr. 


Register 


Value 


Addr. 


Register 


Value 


00-01 h 


Vender ID 


8086h 


0F..1Fh 


Reserved 


O's 


02-03h 


Device ID 


241 1h 


20-23h 


BMIDE Base Address 


1 


04-05h 


PCI Command 


OOOOh 


2C, 2Dh 


Subsystem Vender ID 


OOOOh 


06-07h 


PCI Status 


0280h 


2E, 2Fh 


Subsystem ID 


OOOOh 


08h 


Revision ID 


OOh 


30..3Fh 


Reserved 


O's 


09h 


Programming 


BOh 


40-43h 


Pri./Sec. IDE Timing 


O's 


OAh 


Sub-Class 


Olh 


44h 


Slave IDE Timing 


OOh 


OBh 


Base Class Code 


Olh 


48h 


Sync. DMA Control 


OOh 


ODh 


IVlaster Latency Timer 


OOh 


4A-4Bh 


Sync. DI\/1A Timing 


OOOOh 


OEh 


Header Type 


OOh 


54h 


EIDE I/O Config.Register 


OOh 



NOTE: 



Assume unmarked gaps are reserved and/or not used. 



5.2.1.2 IDE Bus Master Control Registers 

The IDE interface can perform PCI bus master operations using the registers listed in Table 5-2. 
These registers occupy 16 bytes of variable I/O space set by software and indicated by PCI 
configuration register 20h in the previous table. 







Table 5-2. 






IDE Bus Master Control Registers 




I/O Addr. 


Size 




Default 


Offset 


(Bytes) 


Register 


Value 


OOh 


1 


Bus Master IDE Command (Primary) 


OOh 


02h 


1 


Bus Master IDE Status (Primary) 


OOh 


04h 


4 


Bus Master IDE Descriptor Pointer (Pri.) 


0000 OOOOh 


08h 


1 


Bus Master IDE Command (Secondary) 


OOh 


OAh 


2 


Bus Master IDE Status (Secondary) 


OOh 


OCh 


4 


Bus Master IDE Descriptor Pointer (Sec.) 


0000 OOOOh 



NOTE: 



Unspecified gaps are reserved, will return indeterminate data, and should not be written to. 
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5.2.2 IDE CONNECTOR 

This system uses a standard 40-pin connector for the primary IDE device and connects (via a 
cable) to the hard drive installed in the right side drive bay. Note that some signals are re-defined 
for UATA/33 and UATA/66 modes, which require a special 80-conductor cable (supplied) 
designed to reduce cross-talk. Device power is supplied through a separate connector. 



2 4 


6 


S 10 


12 


14 


16 


IS 


22 


24 


26 


2S 


30 


32 


34 


36 


3S 


40 


1 3 


5 


7 9 


11 


13 


15 


17 


19 21 


23 


25 


27 


29 


31 


33 


35 


37 


39 



Figure 5-1. 40-Pin Primary IDE Connector (on system board). 



Table 5-3. 

40-Pin Primary IDE Connector Pinout 



Pin 


Signal 


Description 


Pin 


Signal 


Description 


1 


RESET- 


Reset 


21 


DRQ 


DIVIA Request 


2 


GND 


Ground 


22 


GND 


Ground 


3 


DD7 


Data Bit <7> 


23 


lOW- 


I/O Write [1] 


4 


DD8 


Data Bit <8> 


24 


GND 


Ground 


5 


DD6 


Data Bit <6> 


25 


lOR- 


I/O Read [2] 


6 


DD9 


Data Bit <9> 


26 


GND 


Ground 


7 


DD5 


Data Bit <5> 


27 


lORDY 


I/O Ctiannel Ready [3] 


8 


DD10 


Data Bit <10> 


28 


CSEL 


Cable Select 


9 


DD4 


Data Bit <4> 


29 


DAK- 


DIVIA Acknowledge 


10 


DD11 


Data Bit<11> 


30 


GND 


Ground 


11 


DD3 


Data Bit <3> 


31 


IRQn 


Interrupt Request [4] 


12 


DD12 


Data Bit <12> 


32 


1016- 


16-bit I/O 


13 


DD2 


Data Bit <2> 


33 


DA1 


Address 1 


14 


DD13 


Data Bit <13> 


34 


DSKPDIAG 


Pass Diagnostics 


15 


DDI 


Data Bit <1> 


35 


DAG 


Address 0 


16 


DD14 


Data Bit <14> 


36 


DA2 


Address 2 


17 


DDO 


Data Bit <0> 


37 


CSO- 


Chip Select 


18 


DD15 


Data Bit <15> 


38 


CS1- 


Chip Select 


19 


GND 


Ground 


39 


HDACTIVE- 


Drive Active (front panel LED) [5] 


20 




Key 


40 


GND 


Ground 



NOTES: 



[1] On UATA/33 and higher modes, re-defined as STOP. 

[2] On UATA/33 and higher mode reads, re-defined as DMARDY-. 

On UATA/33 and higher mode writes, re-defined as STROBE. 
[3] On UATA/33 and higher mode reads, re-defined as STROBE-. 

On UATA/33 and higher mode writes, re-defined as DMARDY-. 
[4] Primary connector wired to IRQ14, secondary connector wired to IRQ15. 
[5] Pin 39 is used for spindle sync and drive activity (becomes SPSYNC/DACT-) 

when synchronous drives are connected. 
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5.3 DISKETTE DRIVE INTERFACE 



The diskette drive interface supports up to two diskette drives, each of which use a common cable 
connected to a standard 34-pin diskette drive connector. All models come standard with a 3.5-inch 
1.44-MB diskette drive installed as drive A. The drive designation is determined by which 
connector is used on the diskette drive cable. The drive attached to the end connector is drive A 
while the drive attached to the second (next to the end) connector) is drive B. 

On all models, the diskette drive interface function is integrated into the LPC47B357 super I/O 
component. The internal logic of the I/O controller is software-compatible with standard 82077- 
type logic. The diskette drive controller has three operational phases in the following order: 

♦ Command phase - The controller receives the command from the system. 

♦ Execution phase - The controller carries out the command. 

♦ Results phase - Status and results data is read back from the controller to the system. 

The Command phase consists of several bytes written in series from the CPU to the data register 
(3F5h/375h). The first byte identifies the command and the remaining bytes define the parameters 
of the command. The Main Status register (3F4h/374h) provides data flow control for the diskette 
drive controller and must be polled between each byte transfer during the Command phase. 

The Execution phase starts as soon as the last byte of the Command phase is received. An 
Execution phase may involve the transfer of data to and from the diskette drive, a mechnical 
control function of the drive, or an operation that remains internal to the diskette drive controller. 
Data transfers (writes or reads) with the diskette drive controller are by DMA, using the DRQ2 
and DACK2- signals for control. 

The Results phase consists of the CPU reading a series of status bytes (from the data register 
(3F5h/375h)) that indicate the results of the command. Note that some commands do not have a 
Result phase, in which case the Execution phase can be followed by a Command phase. 

During periods of inactivity, the diskette drive controller is in a non-operation mode known as the 
Idle phase. 
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5.3.1 DISKETTE DRIVE PROGRAMMING 

Programming the diskette drive interface consists of configuration, which occurs typically during 
POST, and control, which occurs at runtime. 



5.3.1.1 Diskette Drive Interface Configuration 

The diskette drive controller must be configured for a specific address and also must be enabled 
before it can be used. Address selection and enabling of the diskette drive interface are affected by 
firmware through the PnP configuration registers of the I/O controller during POST. 

The configuration registers hsted m Table 5-4 are accessed by firmware using the method 
described in chapter 4, section 4.9.3 "I/O Controller Functions." 





Table 5-4. 








Diskette Drive Interface Configuration Registers 




Index 






Reset 


Address 


Function 


R/W 


Value 


30h 


Activate 


R/W 


01h 


60-61 h 


Base Address 


R/W 


03F0h 


70h 


Interrupt Select 


R/W 


06h 


74h 


DMA Channel Select 


R/W 


02h 


FOh 


DD Mode 


R/W 


02h 


F1h 


DD Option 


R/W 


OOh 


F2h 


DD Type 


R/W 


FFh 


F4h 


DDO 


R/W 


OOh 


F5h 


DD 1 


R/W 


OOh 



For detailed configuration register information refer to the SMSC data sheet for the LPC47B357 
I/O component. 
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5.3.1.2 Diskette Drive Interface Control 

The diskette drive interface can be conttoUed by software through the LPC47B357's I/O-mapped 



registers hsted in Table 5-5. The diskette drive controller of the LPC47B357 operates in the 
PC/AT mode in these systems. 


Table 5-5. 

Diskette Drive Interface Control Registers 


Pri. 
Addr. 


Sec. 
Addr. 


Register 


R/W 


3F0h 


370h 


Status Register A: 

<7> interrupt pendinQ 

<6> Reserved (always 1 ) 

<5> STEP pin status (active tiigti) 

<4> TRK 0 status (active liigh) 

<3> HDSEL status (0 = side 0, 1 = side 1) 

<2> INDEX status (active high) 

<1> WR PRTK status (0 = disk is write protected) 

<0> Direction (0 = outward, 1 = inward) 


R 


3F1h 


371h 


Status Register B: 

<7,6> Reserved (always 1 's) 

<5> DOR bit 0 status 

<4> Write data toggle 

<3> Read data toggle 

<2> WGATE status (active high) 

<i ,u> M 1 K z, 1 UN- Status (active nicin) 


R 


3F2h 


372h 


Digital Output Register (DOR): 
<7,6> Reserved 

<5,4> Motor 1 , 0 enable (active high) 
<3> DMA enable (active high) 
<2> Reset (active low) 

<1,0> Drive select (00 = Drive 1, 01 = Drive 2, 10 = Reserved, 11 = Tape drive) 


R/W 


3F3h 


373h 


Tape Drive Register (available for compatibility) 


R/W 


3F4h 


37411 


Main Status Register (MSR): 

<7> Request for master (host can transfer data) (active high) 

^U'^ 1 Idllolc;! ulic;CLIUII — Wlllt;, 1 — [caU^ 

<5> non-DMA execution (active high) 
<4> Command busy (active high) 
<3,2> Reserved 

<1,0> Drive 1, 2 busy (active high) 
Data Rate Select Register (DRSR): 
<7> Software reset (active high) 
<6> Low power mode enable (active high) 
<5> Reserved (0) 

<4..2> Precompensation select (default = 000) 

<1 ,0> Data rate select (00 = 500 Kb/s, 01 = 300 Kb/s, 1 0 = 250 Kb/s, 11=2/1 
Mb/s) 


R 
W 


3F5h 


375h 


Data Register: 
<7..0> Data 


R/W 


3F6h 


376h 


Reserved 




3F7h 


377h 


Digital Input Register (DIR): 

<7> DSK CHG status (records opposite value of pin) 

<6..0> Reserved (O's) 

Configuration Control Register (CCR): 

<7..2> Reserved 

<1 ,0> Data rate select (00 = 500 Kb/s, 01 = 300 Kb/s, 1 0 = 250 Kb/s, 11=2/1 
Mb/s) 


R 
W 


NOTE: The most recently written data rate vaiue to eittier DRSR or CCR wiil be in effect. 
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5.3.2 DISKETTE DRIVE CONNECTOR 



This system uses a standard 34-pin connector (refer to Figure 5-2 and Table 5-6 for the pinout) for 
diskette drives. Drive power is supplied through a separate connector. 





12 


14 


16 


18 


20 


22 


24 


26 


28 


30 


32 


34 




□ E 0H 


11 


13 


15 


17 


19 


21 


23 


25 


27 


29 


31 


33 





Figure 5-2. 34-Pin Diskette Drive Connector. 



Table 5-6. 

34-Pin Diskette Drive Connector Pinout 



Pin 


Signal 


Description 


Pin 


Signal 


Description 


1 


GND 


Ground 


18 


DIR- 


Drive head direction control 


2 


LOW DEN- 


Low density select 


19 


GND 


Ground 


3 


GND 


Ground 


20 


STEP- 


Drive tiead track step control 


4 


MEDIA ID- 


Media identification 


21 


GND 


Ground 


5 




(Key) 


22 


WR DATA- 


Write data 


6 


DRV 4 SEL- 


Drive 4 select 


23 


GND 


Ground 


7 


GND 


Ground 


24 


WR ENABLE- 


Enable for WR DATA- 


8 


INDEX- 


Media index detect 


25 


GND 


Ground 


9 


GND 


Ground 


26 


TRK 00- 


Heads at tracl< 00 indicator 


10 


MTR 1 ON- 


Activates drive motor 


27 


GND 


Ground 


11 


GND 


Ground 


28 


WR PRTK- 


Media write protect status 


12 


DRV 2 SEL- 


Drive 2 select 


29 


GND 


Ground 


13 


GND 


Ground 


30 


RD DATA- 


Data and clock read off disk 


14 


DRV 1 SEL- 


Drive 1 select 


31 


GND 


Ground 


15 


GND 


Ground 


32 


SIDESEL- 


Head select (side 0 or 1 ) 


16 


MTR 2 ON- 


Activates drive motor 


33 


GND 


Ground 


17 


GND 


Ground 


34 


DSK CHG- 


Drive door opened Indicator 
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5.4 SERIAL/GAME INTERFACES 

Desktop and minitower systems implement an SMSC Inc. 47B357 I/O controller that integrates 
two UARTs supporting two serial interfaces to transmit and receive asynchronous serial data with 
external devices. Microtower systems implement a Winbond Inc. W83627 I/O controller that 
integrates three UARTs, two of which support one serial and one game/MIDI port. 



5.4.1 SERIAL INTERFACE 

The serial interface consists of a Universal Asynchronous Receiver/Transmitter (UART) and an 
associated DB-9 connector that complies with EIA standard RS-232-C. Each UART supports the 
standard baud rates up through 115200, and also special high speed rates of 239400 and 460800 
baud. The serial port of the microtower also supports baud rates up to 1497600. The baud rate of 
the UART is typically set to match the capability of the connected device. 

The DB-9 connector is shown in the following figure and the pinout of the connector is listed in 
Table 5-7. 



( 00000 ) 
\ 0000 / 

Figure 5-3. Serial Interface Connector (Male DB-9 as viewed from rear of chassis) 



Table 5-7. 

DB-9 Serial Connector Pinout 



Pin 


Signal 


Description 


Pin 


Signal 


Description 


1 


CD 


Carrier Detect 


6 


DSR 


Data Set Ready 


2 


RX Data 


Receive Data 


7 


RTS 


Request To Send 


3 


TX Data 


Transmit Data 


8 


CTS 


Clear To Send 


4 


DTR 


Data Terminal Ready 


9 


Rl 


Ring Indicator 


5 


GND 


Ground 









The standard RS-232-C limitation of 50 feet (or less) of cable between the DTE (computer) and 
DCE (modem) should be followed to minimize transmission errors. Higher baud rates may require 
shorter cables. 
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5.4.2 SERIAL INTERFACE PROGRAMMING 

Programming the serial interfaces consists of configuration, which occurs during POST, and 
control, which occurs during runtime. 



5.4.2.1 Serial Interface Configuration 

The serial interface is configured for a specific address range (COMl, COM2, etc.) and then 
activated before use. Address selection and activation of the serial interface are affected through 
the PnP configuration registers listed in Table 5-8 using the method described in chapter 4, section 
4.9.3 "I/O Controller Functions." 





Table 5-8. 






Serial Interface Configuration Registers 




Index 






Address 


Function 


R/W 


30h 


Activate 


R/W 


60h 


Base Address IVISB 


R/W 


61h 


Base Address LSB 


R/W 


70h 


Interrupt Select 


[R/W 


FOh 


Mode Register 


R/W 



NOTE: 



Refer to LPC47B357 data sheet for detailed register information. 



5.4.2.2 Serial Interface Control 

The BIOS function INT 14 provides basic control of the serial interface. The serial interface can 
be directly controlled by software through the I/O-mapped registers listed in Table 5-9. 







Table 5-9. 








Serial Interface Control Registers 




C0M1 


COM2 






Addr. 


Addr. 


Register 


R/W 


3F8h 


2F8h 


Receive Data Buffer 


R 






Transmit Data Buffer 


W 






Baud Rate Divisor Register 0 (when bit 7 of Line Control Reg. Is set) 


W 


3F9h 


2F9h 


Baud Rate Divisor Register 1 (when bit 7 of Line Control Reg. Is set) 


w 






Interrupt Enable Register 


R/W 


3FAh 


2FAh 


Interrupt ID Register 


R 






FIFO Control Register 


W 


3FBh 


2FBh 


Line Control Register 


R/W 


3FCh 


2FCh 


IVlodem Control Register 


R/W 


3FDh 


2FDh 


Line Status Register 


R 


3FEh 


2FEh 


IVlodem Status 


R 
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5.4.3 GAME/MIDI INTERFACE 

The game/MIDI interface (provided on microtower systems) uses a UART of the W83627HF I/O 
controller along with a DB-15 connector to allow a game control device (such as a joystick or 
joystick pair) to be connected. Movement and "firing" control are supported for one or two 
controllers. This interface also allows the connection of a musical instrument digital input (MIDI) 
device (such as a musical keyboard or other MIDI-compatible electronic instrument). 

Either type of device (game or MIDI) will require the support of specific application software for 
operation. 

The DB-15 connector is shown in the following figure and the pinout of the connector is listed in 
Table 5-10. 



00000000 



Figure 5-4. Game/MIDI Interface Connector (Female DB-15 as viewed from rear of chassis) 



Table 5-10. 

DB-15 Game/MIDI Connector Pinout 



Pin 


Signai 


Description 


Pin 


Signai 


Description 


1 


+5 VDC 


Power 


9 


+5 VDC 


Power 


2 


JS1 BTN 1 


Joystick 1 Fire button 1 


10 


JS2 BTN 1 


Joystick 2 Fire button 1 


3 


JS1 X 


Joysticl< 1 X axis 


11 


JS2X 


Joystick X axis 


4 


GND 


Ground 


12 


IVIO 


MIDI output data 


5 


GND 


Ground 


13 


JS2 Y 


Joystick Y axis 


6 


JS1 Y 


Joysticl< 1 Y axis 


14 


JS2 BTN 2 


Joystick 2 Fire button 2 


7 


JS1 BTN 2 


Joystick 1 Fire button 2 


15 


Ml 


MIDI Input 


8 


+5 VDC 


Power 
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5.5 PARALLEL INTERFACE 

These systems include a parallel interface for connection to a peripheral device that has a 
compatible interface, the most common being a printer. The parallel interface function is 
integrated into theLPC47B357 I/O controller component and provides bi-directional 8-bit parallel 
data transfers with a peripheral device. The parallel interface supports three main modes of 
operation: 

♦ Standard Parallel Port (SPP) mode 

♦ Enhanced Parallel Port (EPP) mode 

♦ Extended Capabilities Port (ECP) mode 

These three modes (and their submodes) provide complete support as specified for an IEEE 1284 
parallel port. 



5.5.1 STANDARD PARALLEL PORT MODE 

The Standard Parallel Port (SPP) mode uses software-based protocol and includes two sub-modes 
of operation, compatible and extended, both of which can provide data transfers up to 150 KB/s. 
In the compatible mode, CPU write data is simply presented on the eight data lines. A CPU read 
of the parallel port yields the last data byte that was written. 

The following steps define the standard procedure for communicating with a printing device: 

1 . The system checks the Printer Status register. If the Busy, Paper Out, or Printer Fault signals 
are indicated as being active, the system either waits for a status change or generates an error 
message. 

2. The system sends a byte of data to the Printer Data register, then pulses the printer STROBE 
signal (through the Printer Control register) for at least 500 ns. 

3. The system then monitors the Printer Status register for acknowledgment of the data byte 
before sending the next byte. 

In extended mode, a direction control bit (CTR 37Ah, bit <5>) controls the latching of output data 
while allowing a CPU read to fetch data present on the data lines, thereby providing bi-directional 
parallel transfers to occur. 

The SPP mode uses three registers for operation: the Data register (DTR), the Status register 
(STR) and the Control register (CTR). Address decoding in SPP mode includes address lines AO 
and Al. 
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5.5.2 ENHANCED PARALLEL PORT MODE 

In Enhanced Parallel Port (EPP) mode, increased data transfers are possible (up to 2 MB/s) due to 
a hardware protocol that provides automatic address and strobe generation. EPP revisions 1.7 and 
1.9 are both supported. For the parallel interface to be initialized for EPP mode, a negotiation 
phase is entered to detect whether or not the connected peripheral is compatible with EPP mode. If 
compatible, then EPP mode can be used. In EPP mode, system timing is closely coupled to EPP 
timing. A watchdog timer is used to prevent system lockup. 

Five additional registers are available in EPP mode to handle 16- and 32-bit CPU accesses with 
the parallel interface. Address decoding includes address lines AO, Al, and A2. 



5.5.3 EXTENDED CAPABILITIES PORT MODE 

The Extended Capabilities Port (ECP) mode, like EPP, also uses a hardware protocol-based 
design that supports transfers up to 2 MB/s. Automatic generation of addresses and strobes as well 
as Run Length Encoding (RLE) decompression is supported by ECP mode. The ECP mode 
includes a bi-directional FIFO buffer that can be accessed by the CPU using DMA or programmed 
I/O. For the parallel interface to be initialized for ECP mode, a negotiation phase is entered to 
detect whether or not the connected peripheral is compatible with ECP mode. If compatible, then 
ECP mode can be used. 

Ten control registers are available in ECP mode to handle transfer operations. In accessing the 
control registers, the base address is determined by address lines A2-A9, with lines AO, Al, and 
AlO defining the offset address of the control register. Registers used for FIFO operations are 
accessed at their base address + 400h (i.e., if configured for LPTl, then 378h + 400h = 778h). 

The ECP mode includes several sub-modes as determined by the Extended Control register. Two 
submodes of ECP allow the parallel port to be controlled by software. In these modes, the FIFO 
is cleared and not used, and DMA and RLE are inhibited. 



5.5.4 PARALLEL INTERFACE PROGRAMMING 

Programming the parallel interface consists of configuration, which typically occurs during POST, 
and control, which occurs during runtime. 
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5.5.4.1 Parallel Interface Configuration 

The parallel interface must be configured for a specific address range (LPTl, LPT2, etc.) and also 
must be enabled before it can be used. Address selection, enabling, and EPP/ECP mode 
parameters of the parallel interface are affected through the PnP configuration registers (Table 5- 
1 1) of the I/O controller. Address selection and enabling are automatically done by the BIOS 
during POST but can also be accomplished with the Setup utility and other software. The parallel 
interface configuration registers are hsted in the following table: 





Table 5-11. 








Parallel Interface Configuration Registers 




Index 






Reset 


Address 


Function 


R/W 


Value 


30h 


Activate 


R/W 


OOh 


60h 


Base Address MSB 


R/W 


OOh 


61h 


Base Address LSB 


R/W 


OOh 


70h 


Interrupt Select 


R/W 


OOh 


74h 


DMA Channel Select 


R/W 


04h 


FOh 


Mode Register 


R/W 


OOh 


Flh 


Mode Register 2 


R/W 


OOh 



5.5.4.2 Parallel Interface Control 

The BIOS function INT 17 provides simplified control of the parallel interface. Basic functions 
such as initialization, character printing, and prmter status are provide by subfunctions of INT 17. 
The parallel interface is controllable by software through a set of I/O mapped registers. The 
number and type of registers available depends on the mode used (SPP, EPP, or ECP). Table 5-12 
lists the parallel registers and associated functions based on mode. 





Table 5-12. 










Parallel Interface Control Registers 










SPP 


EPP 


ECP 


I/O 




Mode 


Mode 


Mode 


Address 


Register 


Ports 


Ports 


Ports 


Base 


Data 


LPT1,2,3 


LPT1,2 


LPT1,2,3 


Base + 1h 


Printer Status 


LPT1,2,3 


LPT1,2 


LPT1,2,3 


Base + 2h 


Control 


LPTl ,2,3 


LPT1,2 


LPT1,2,3 


Base + 3h 


Address 




LPT1,2 




Base + 4h 


Data Port 0 




LPT1,2 




Base + 5h 


Data Port 1 




LRU, 2 




Base + 6h 


Data Port 2 




LPT1 ,2 




Base + 7h 


Data Port 3 




LPTl ,2 




Base + 400h 


Parallel Data FIFO 






LPT1,2,3 


Base + 400h 


ECP Data FIFO 






LPT1,2,3 


Base + 400h 


Test FIFO 






LPT1,2,3 


Base + 400h 


Configuration Register A 






LPT1,2,3 


Base + 401 h 


Configuration Register B 






LPT1,2,3 


Base + 402h 


Extended Control Register 






LPT1,2,3 



Base Address: 



LPT1 = 378h, LPT2 = 278h, LPT3 = 3BCh 
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5.5.5 PARALLEL INTERFACE CONNECTOR 

Figure 5-5 and Table 5-13 show the connector and pinout of the parallel interface connector. Note 
that some signals are redefined depending on the port's operational mode. 



Figure 5-5. Parallel Interface Connector (Female DB-25 as viewed from rear of chassis) 



Table 5-13. 

DB-25 Parallel Connector Pinout 



Pin 


Signal 


Function 


Pin 


Signal 


Function 


1 


STB- 


Strobe /Write [1] 


14 


LF- 


Line Feed [2] 


2 


DO 


Data 0 


15 


ERR- 


Error [3] 


3 


D1 


Data 1 


16 


INIT- 


Initialize Paper [4] 


4 


D2 


Data 2 


17 


SLCTIN- 


Select In / Address. Strobe [1] 


5 


D3 


Data 3 


18 


GND 


Ground 


6 


D4 


Data 4 


19 


GND 


Ground 


7 


D5 


Data 5 


20 


GND 


Ground 


8 


D6 


Data 6 


21 


GND 


Ground 


9 


D7 


Data 7 


22 


GND 


Ground 


10 


ACK- 


Acknowledge / Interrupt [1] 


23 


GND 


Ground 


11 


BSY 


Busy /Wait [1] 


24 


GND 


Ground 


12 


PE 


Paper End / User defined [1] 


25 


GND 


Ground 


13 


SLCT 


Select / User defined [1] 





NOTES: 



[1] Standard and ECP mode function / EPP mode function 
[2] EPP mode function: Data Strobe 

ECP modes: Auto Feed or Host Acknowledge 
[3] EPP mode: user defined 

ECP modes:Fault or Peripheral Req. 
[4] EPP mode: Reset 

ECP modes: Initialize or Reverse Req. 
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5.6 KEYBOARD/POINTING DEVICE INTERFACE 



The keyboard/pointing device interface function is provided by the LPC47B357 I/O controller 
component, which integrates 8042-compatible keyboard controller logic (hereafter referred to as 
simply the "8042") to communicate with the keyboard and pointing device using bi-directional 
serial data transfers. The 8042 handles scan code translation and password lock protection for the 
keyboard as well as communications with the pointing device. This section describes the interface 
itself. The keyboard is discussed in the Appendix C. 



5.6.1 KEYBOARD INTERFACE OPERATION 



The data/clock link between the 8042 and the keyboard is uni-directional for Keyboard Mode 1 
and bi-directional for Keyboard Modes 2 and 3. (These modes are discussed m detail in Appendix 
C). This section describes Mode 2 (the default) mode of operation. 

Communication between the keyboard and the 8042 consists of commands (originated by either 
the keyboard or the 8042) and scan codes fi-om the keyboard. A command can request an action or 
indicate status. The keyboard interface uses IRQl to get the attention of the CPU. 

The 8042 can send a command to the keyboard at any time. When the 8042 wants to send a 
command, the 8042 clamps the clock signal from the keyboard for a minimum of 60 us. If the 
keyboard is transmitting data at that time, the transmission is allowed to finish. When the 8042 is 
ready to transmit to the keyboard, the 8042 pulls the data line low, causing the keyboard to 
respond by pulling the clock line low as well, allowing the start bit to be clocked out of the 8042. 
The data is then transferred serially, LSb first, to the keyboard (Figure 5-6). An odd parity bit is 
sent following the eighth data bit. After the parity bit is received, the keyboard pulls the data line 
low and clocks this condition to the 8042. When the keyboard receives the stop bit, the clock line 
is pulled low to inhibit the keyboard and allow it to process the data. 



Start DO 
Bit (LSb) 

0 1 



D1 D2 D3 D4 D5 D6 D7 Parity Stop 

(iVISb) Bit 
1 1 0 



Data 



Clocl< 




Tel Tch 

Parameter 
Toy (Cycle Time) 
Tel (Clock Low) 
Tch (Clock High) 
Th (Data Hold) 
Tss (Stop Bit Setup) 
Tsh (Stop Bit Hold) 



Tss Tsh 



Minimum IVIaximum 



0 us 
25 us 
25 us 
0 us 
8 us 
15 us 



80 us 
35 us 
45 us 
25 us 
20 us 
25 us 



Figure 5-6. 8042-To-Keyboard Transmission of Code EDh, Timing Diagram 
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Control of the data and clock signals is shared by the 8042and the keyboard depending on the 
originator of the transferred data. Note that the clock signal is always generated by the keyboard. 
After the keyboard receives a command from the 8042, the keyboard returns an ACK code. If a 
parity error or timeout occurs, a Resend command is sent to the 8042. 

Table 5-14 lists and describes commands that can be issued by the 8042 to the keyboard. 



Table 5-14. 

8042-To-Keyboard Commands 


Command 


Value 


Description 


Set/Reset Status Indicators 


EDh 


Enables LED indicators. Value EDh is followed by an 
option byte that specifies the Indicator as follows: 

Bits <7..3> not used 

Bit <2>, Caps Lock (0 = off, 1 = on) 

Bit <1>, NUM Lock (0 = off, 1 = on) 

Bit <0>, Scroll Lock (0 = off , 1 = on) 


Echo 


EEh 


Keyboard returns EEh when previously enabled. 


Invalid Command 


EFh/F1 
h 


These commands are not acknowledged. 


Select Alternate Scan Codes 


FOh 


Instructs the keyboard to select another set of scan codes 
and sends an option byte after ACK Is received: 

01h = Model 

02h = Mode 2 

03h = Mode 3 


Read ID 


F2h 


Instructs the keyboard to stop scanning and return two 
keyboard ID bytes. 


Set Typematic Rate/Display 


F3h 


Instructs the keyboard to change typematic rate and delay 
to specified values: 

Bit <7>, Reserved - 0 

Bits <6,5>, Delay Time 

00 = 250 ms 

01 = 500 ms 

10 = 750 ms 

11 = 1000 ms 

Bits <4..0>, Transmission Rate: 

00000 = 30.0 ms 

00001 = 26.6 ms 

00010 = 24.0 ms 

00011 =21.8 ms 

11111 = 2.0 ms 


Enable 


F4h 


Instructs keyboard to clear output buffer and last typematic 
key and begin key scanning. 


Default Disable 


F5h 


Resets keyboard to power-on default state and halts 
scanning pending next 8042 command. 


Set Default 


F6h 


Resets keyboard to power-on default state and enable 
scanning. 


Set Keys - Typematic 


F7h 


Clears keyboard buffer and sets default scan code set. [1] 


Set Keys - Make/Brake 


F8h 


Clears keyboard buffer and sets default scan code set. [1] 


Set Keys - Make 


F9h 


Clears keyboard buffer and sets default scan code set. [1] 


Set Keys - Typematic/IVIake/Brake 


FAh 


Clears keyboard buffer and sets default scan code set. [1] 


Set Type Key - Typematic 


FBh 


Clears keyboard buffer and prepares to receive key ID. [1] 


Set Type Key - Make/Brake 


FCh 


Clears keyboard buffer and prepares to receive key ID. [1] 


Set Type Key - Make 


FDh 


Clears keyboard buffer and prepares to receive key ID. [1] 


Resend 


FEh 


8042 detected error in keyboard transmission. 


Reset 


FFh 


Resets program, runs keyboard BAT, defaults to Mode 2. 


Note: 

[1] Used In Mode 3 only. 
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5.6.2 POINTING DEVICE INTERFACE OPERATION 

The pointing device (typically a mouse) connects to a 6-pin DIN-type connector that is identical 
to the keyboard connector both physically and electrically. The operation of the interface (clock 
and data signal control) is the same as for the keyboard. The pointing device interface uses the 
IRQ 12 interrupt. 



5.6.3 KEYBOARD/POINTING DEVICE INTERFACE PROGRAMMING 

Programming the keyboard interface consists of configuration, which occurs during POST, and 
control, which occurs durmg runtime. 

5.6.3.1 8042 Configuration 

The keyboard/pointing device interface must be enabled and configured for a particular speed 
before it can be used. Enabling and speed parameters of the 8042 logic are affected through the 
PnP configuration registers (Table 5-15) of the I/O controller. Enabling and speed control are 
automatically set by the BIOS during POST but can also be accomplished with the Setup utility 
and other software. 



The keyboard interface configuration registers are listed in the following table: 



Table 5-15. 




Keyboard Interface Configuration Registers 




Index 




Address Function 


R/W 


30h Activate 


R/W 


70ti Primary Interrupt Select 


R/W 


72h Secondary Interrupt Select 


R/W 


FOh Reset and A20 Select 


R/W 
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5.6.3.2 8042 Control 

The BIOS function INT 16 is typically used for controlling interaction with the keyboard. Sub- 
functions of INT 16 conduct the basic routines of handling keyboard data (i.e., translating the 
keyboard's scan codes into ASCII codes). The keyboard/pointing device interface is accessed by 
the CPU through I/O mapped ports 60h and 64h, which provide the following functions: 

♦ Output buffer reads 

♦ Input buffer writes 

♦ Status reads 

♦ Command writes 

Ports 60h and 64h can be accessed using the IN instruction for a read and the OUT instruction for 
a write. Prior to reading data from port 60h, the "Output Buffer Full" status bit (64h, bit <0>) 
should be checked to ensure data is available. Likewise, before writing a command or data, the 
"Input Buffer Empty" status bit (64h, bit <1>) should also be checked to ensure space is available. 

I/O Port 60h 

I/O port 60h is used for accessing the input and output buffers. This register is used to send and 
receive data from the keyboard and the pointing device. This register is also used to send the 
second byte of multi-byte commands to the 8042 and to receive responses from the 8042 for 
commands that require a response. 

A read of 60h by the CPU yields the byte held in the output buffer. The output buffer holds data 
that has been received from the keyboard and is to be transferred to the system. 

A CPU write to 60h places a data byte in the input byte buffer and sets the CMD/ DATA bit of the 
Status register to DATA. The input buffer is used for transferring data from the system to the 
keyboard. All data written to this port by the CPU will be transferred to the keyboard except bytes 
that follow a multibyte command that was written to 64h 

I/O Port 64h 

I/O port 64h is used for reading the status register and for writing commands. A read of 64h by 
the CPU will yield the status byte defined as follows: 



Bit 




7..4 


General Purpose Flags. 


3 


CMD/DATA Flag (reflects the state of A2 during a CPU write). 

0 = Data 

1 = Command 


2 


Generai Purpose Flag. 


1 


input Buffer Fuil. Set (to 1) upon a CPU write. Cleared by 
IN A, DBB Instruction. 


0 


Output Buffer Fuil (if set). Cleared by a CPU read of the 
buffer. 



A CPU write to I/O port 64h places a command value into the input buffer and sets the 
CMD/DATA bit of the status register (bit <3>) to CMD. 

Table 5-16 lists the commands that can be sent to the 8042 by the CPU. The 8042 uses IRQl for 
gaining the attention of the CPU. 
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Table 5-16. 

CPU Commands To The 8042 



Value 


Command Description 


20h 


Put PI irrpnt pommjinrl hvtp in nnrt fiflh 


60h 


1 c\^c\ npw pnmm3nH h\/tp 
\—\ja\i 1 icvv oui 1 11 1 icii itj uyic 


A4h 


1 [JctooWUI U 11 loldl It^U . It^oloVvlltrlllt^l Ul IILtlCl pclOOWUl U loll lOldllCU III 11 IC 0\J'^£.. 




If PAh ic rc^ti irnoH nctccwnrrl ic inctalloH 

II FrAI 1 lo It^LUIIIt^U, [JclooVvUlU lo IllolctllUU. 




If F1h ic rptiirnpH nn naccwnrH ic inctallpH 

II 1 III lO I^LUIII^U, \ \\J L/CIOOVV^IU lo IIIOLCIII^u. 


A5h 


1 ricsH nacc\A/rirH Xhic mi ilti-hx/to rinoratir\n nlapoc a nacc\A/r\rH in thf^ ROA*? iicinn tho fpllri\A/inn manncir' 

l—UdU pdobWUlU. 1 1 No IIIUILI Uylt^ U|Jt^ldLIUII [JldUt^o a pdooWUlU III Llltr 0\J'-x^ Uoliiy LI Ic lUIIUWIIILj 1 1 Idl II ll:;l . 




1 Writo A^^h tn nnrt fi4h 

1 . VV 1 1 Lc /A-JI 1 lU |JUl L UH-I 1 . 




^ \A/ri+ci oaph pharaptor nf tho n3CC\A/PirH in Q-hit cpan ppiHo ^tranclatf^H^ fnrmat tn nnrt ROh 
^ . VV 1 iKxi Kia\j\ \ Ul Idl dULt;! U 1 LI Ic [JdooWUI U 1 1 1 9 Ul L oUdI 1 UUUc ^Ll dl loldlCU j 1 Ul 1 1 Idl LU |JUI L UUl 1 . 




WritP ODh tn nnrt ROh 

O . V V 1 \ \xl UUI 1 LU pUI L UUl 1 . 


ARh 
r\Ol 1 


QlldUlc ociUUllLy. 1 lllo LrUI 1 III Idl lU [JidUcb Lilt; OUH^ III pdboWUlU IUL>I\ IIIUUc lUllUWIIiy Lllc /AUl 1 OUI I II 1 Idl lU. 




1 lit? currcul pdobwuru itiuol liIcii Uc cnicicu uciuic luruici ouiiiriiuiiiodLiun wiiri iric ib diiuwcu. 


f\i n 


Disdbl6 pointing dGvics. This command sots bit <5> of the 8042 command byte, pulling the clock line 




Ul Lllc pOlllLiny UcVICc iMLcildCc lOW. 


rtOi 1 


ClldUlc pUliUliiy Ucvloc. 1 lllb oUlTIITIdllU Ulcdlb UIL '^D-^ Ul lllc OUH-Z OUrillTldriU uylc, dCrUVdUriy Ulc OIUOK. 




lino /^f tHa n/^in'^in^^ r\o,\i\r^a intarfoi^o 
iiiic Ul liic puiiiuiiy UcvlOC IlllclldOC. 


Ayn 


Test the clock and data lines of the pointing device interface and place test results in the output 




buffer. 




OOh = No error detected 




01 h = Clock line stuck low 




02h = Clock line stuck high 




(T^h — r^sts lino ctiipl^ Inw 

UOI 1 — LJdLd IIIIC oLUU)\ lUW 




Od-h — n?its linp Qf 1 ipk hinh 

V/^l 1 L^CILCI 111 Iw OLUw<V 1 IIUI 1 


AAh 


Inltiftll7fttinn Thic pommanH pmiQAC th^ ftn45 tn inhihlt thp l^px/hnarH anH nnintinn Hpuipp nnri nlsipPQ 

11 iiLiClli^dLiV.11 i. 11 IIO \j\Jl 1 III Idl \\a UdUO^O LI \J\J'^£. WJ 11 11 IIL^IL Li l\Cy UUdi LI dl Ivl lJUii 1 Lii iU UC V IOC al ikJ UICIV.'CO 




R^h intn thp ni itni it hi iffpr 

vJtJI 1 III LU LIIC UULIJUL UUIICI. 


ABh 


Xpct thp plnpk anrl Hata linpc nf thp l(P\/hnarri intprfapp anrl niapp tpct rpciiltc in thp niitniit hi iffpr 

1 t;oL LI Ic UIUUIS dl lU Udld II 1 Ico Ul LI Ic ivcy UUdI U III Lcl IdUc dl lU |JldUc LcbL 1 cbUILo III Li Ic UUL|JU L UUl Icl ■ 




nOh = Nn prrnr c\(^\f^c\p^(\ 

\J\J\ \ INL/CIIVJI ^JC LCL^LCVJ 




nih = r^lnpk linp ctiipk Inw 

U 1 1 1 — V_/IUOf\ III IC oLLIL-rx lUvV 




02h — Clock line stuck high 




03h = Data line stuck low 




04h = Data line stuck high 


ADh 


Disable keyboard command (sets bit <4> of the 8042 command byte). 


AEh 


Enable keyboard command (clears bit <4>' of the 8042 command byte). 


COh 


RpaH inni it nnrt nf thp ^049 Thic pnmmanri Hirpptc thp ^049 tn trancfpr thp pnntpntc nf thp inni it nnrt 

IXCOU IIILfLIL LyVJILwl LIIC \J\J^^. \ lllo \j\J IIIIIICIIIVJ ^Jll CO LO LI IC W WJ LICIIIOlCI LIIC \j\J \ 1 LCI 1 LO ^1 LIIC JIILJLIL L^WIL 




to the output buffer so that they can be read at port 60h. 


C2h 


Pnll Inni it Pnrt Hinh Thic pnmmanri riirpptc thp PtOA"? tn nIapp hitc <7 4> nf thp inni it nnrt intn thp 

1 ^IIIIIL'LILI V_^ILIII^II. IIIIO k/UI IIIIICIIILJ \A\ \ COLO LI IC U w" WJ IC1L.>C VJ \ LO ^ / ..^^ kJ\ LIIC IIILfLIL L/WIL MILL/ LIIC 




1 jnnpr half nf thp ctati ic hvtp nn a pnntinni ic hacic i intil annthpr pnmmanri ic rpppivpH 

LILfL/CI IICIII \J\ LIIC O LCI LU O *Jj Lv vl 1 CI \^\J 1 ILIIILfLJO UC10I0 LJIILII CIIIL^LIICI V_/L/IIIIIICIIILJ lO 1 COC 1 V C\J . 


C3h 


Pnll Inniit Pnrt 1 nw Thic pnmmanri riirpptc thp ^049 tn niapp hitc n> nf thp inni it nnrt intn thp 

1 L_^ll IIILfLIL 1 L^IL LL/VV. 1 IIIO 1 IIIIICIIIVJ Llll CL* LO LIIC W WJ LJ ICIOC VJ \ LO ^ O . .\J \J\ LIIC llluLJL L^WIL IIILL_^ LIIC 




lower half of the status byte on a continous basis until another command is received. 


DOh 


Read output port. This command directs the 8042 to transfer the contents of the output port to the 




output buffer so that they can be read at port 60h. 


D1h 


Write output port. This command directs the 8042 to place the next byte written to port 60h into the 




output port (only bit <1> can be changed). 


D2h 


Echo keyboard data. Directs the 8042 to send back to the CPU the next byte written to port 60h as if 




it originated from the keyboard. No 1 1-to-9 bit translation takes place but an interrupt (iRQ1 ) is 




generated if enabled. 


D3h 


Echo pointing device data. Directs the 8042 to send back to the CPU the next byte written to port 




60h as if it originated from the pointing device. An interrupt (iRQ12) is generated if enabled. 


D4h 


Write to pointing device. Directs the 8042 to send the next byte written to 60h to the pointing device. 


EOh 


Read test inputs. Directs the 8042 to transfer the test bits 1 and 0 into bits <1 ,0> of the output buffer. 


FOh- 


Pulse output port. Controls the pulsing of bits <3..0> of the output port (0 = pulse, 1 = don't pulse). 


FFh 


Note that pulsing bit <0> will reset the system. 
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5.6.4 KEYBOARD/POINTING DEVICE INTERFACE CONNECTOR 

These systems provide separate PS/2 connectors for the keyboard and pointing device. Both 
connectors are identical both physically and electrically. Figure 5-7 and Table 5-17 show the 
connector and pinout of the keyboard/pointing device interface connectors. 




Figure 5-7. Keyboard or Pointing Device Interface Connector 
(as viewed from rear of chassis) 



Table 5-17. 



Keyboard/Pointing Device Connector Pinout 



Pin 


Signal 


Description 


Pin 


Signal 


Description 


1 


DATA 


Data 


4 


+ 5VDC 


Power 


2 


NC 


Not Connected 


5 


CLK 


Clock 


3 


GND 


Ground 


6 


NC 


Not Connected 
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5.7 UNIVERSAL SERIAL BUS INTERFACE 

The Universal Serial Bus (USB) interface provides asynchronous/isochronous data transfers of up 
to 12 Mb/s with compatible peripherals such as keyboards, printers, or modems. This high-speed 
interface supports hot-plugging of compatible devices, making possible system configuration 
changes without powering down or even rebooting systems. 



A NOTE: It is recommended to run the Windows 98 (or later) operating system when 
using USB peripherals, especially a USB keyboard and USB mouse. Problems may be 
encountered when using USB devices with a system running Windows 95, although 
some peripherals may operate satisfactorily. 



As shown in Figure 5-8, the USB interface is provided by the 82801 ICH component and a USB 
hub component. All models provide two front-panel accessible series-A USB ports. For more 
information on the USB interface refer to the following web site: 

http://www.usb.org 





82801 
ICH 




Tx/Rx Data 




Rear Panel 


USB 
l/F 




Tx/Rx Data 





USB Port A 1 
USB Port B 1 





















Figure 5-8. USB I/F, Block Diagram 



5.7.1 USB DATA FORMATS 

The USB I/F uses non-retum-to-zero inverted (NRZI) encoding for data transmissions, in which a 
1 is represented by no change (between bit times) in signal level and a 0 is represented by a 
change in signal level. Bit stuffing is employed prior to NRZ 1 encoding so that in the event a 
string of 1 's is transmitted (normally resulting in a steady signal level) a 0 is inserted after every 
six consecutive I's to ensure adequate signal transitions in the data stream. 
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The USB transmissions consist of packets using one of four types of formats (Figure 5-9) that 
include two or more of seven field types. 

♦ Sync Field - 8-bit field that starts every packet and is used by the receiver to align the 
incoming signal with the local clock. 

♦ Packet Identifier (PID) Field - 8-bit field sent with every packet to identify the attributes (in. 
out, start-of-frame (SOF), setup, data, acknowledge, stall, preamble) and the degree of error 
correction to be applied. 

♦ Address Field - 7-bit field that provides source information required in token packets. 

♦ Endpoint Field - 4-bit field that provides destination information required in token packets. 

♦ Frame Field - 1 1-bit field sent in Start-of-Frame (SOF) packets that are incremented by the 
host and sent only at the start of each fi-ame. 

♦ Data Field - 0- 1 023-byte field of data. 

♦ Cychc Redundancy Check (CRC) Field - 5- or 16-bit field used to check transmission 
integrity. 



Token Packet 


Sync Field 
(8 bits) 


PID Field 
(8 bits) 


Add. Field 
(7 bits) 


ENDP Field 
(4 bits) 


CRC Field 
(5 bits) 




SOF Packet 


Sync Field 
(8 bits) 


PID Field 
(8 bits) 


Frame Field 
(1 1 bits) 


CRC Field 
(5 bits) 






Data Packet 


Sync Field 
(8 bits) 


PID Field 
(8 bits) 


Data Field 
(0-1023 bytes) 


CRC Field 
(16 bits) 


Handshake Packet 


Sync Field 
(8 bits) 


PID Field 
(8 bits) 





Figure 5-9. USB Packet Formats 

Data is transferred LSb first. A cyclic redundancy check (CRC) is applied to all packets (except a 
handshake packet). A packet causing a CRC error is generally completely ignored by the receiver. 
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5.7.2 USB PROGRAMMING 

Programming the USB interface consists of configuration, which typically occurs during POST, 
and control, which occurs at runtime. 



5.7.2.1 USB Configuration 

The USB interface functions as a PCI device (31) within the 82801 component (function 2) and is 
configured using PCI Configuration Registers as hsted in Table 5-18. 



Table 5-18. 

USB Interface Configuration Registers (Device 31, Function 2) 



PCI 






PCI 






Config. 




Reset 


Config. 




Reset 


Addr. 


Register 


Value 


Addr. 


Register 


Value 


00, 01 h 


Vender ID 


8086h 


OEh 


Header Type 


OOh 


02, 03h 


Device ID 


241 2h 


20-23h 


I/O Space Base Address 


1 


04, 05h 


PCI Command 


OOOOh 


2C, 2Dh 


Sub. Vender ID 


OOh 


06, 07h 


PCI Status 


0280h 


3Ch 


Interrupt Line 


OOh 


08h 


Revision ID 


OOh 


3Dh 


Interrupt Pin 


03h 


09h 


Programming l/F 


OOh 


60h 


Serial Bus Release No. 


lOh 


OAh 


Sub Class Code 


03h 


CO, Clh 


USB Leg. Kybd./Ms. Cntrl. 


2000h 


OBh 


Base Class Code 


OCh 


C4h 


USB Resume Enable 


OOh 



5.7.2.2 USB Control 

The USB is controlled through I/O registers as hsted in table 5-19. 





Table 5-19. 






USB Control Registers 




I/O Addr. Offset 


Register 


Default Value 


00, 01 h 


Command 


OOOOh 


02, 03h 


Status 


OOOOh 


04, 05h 


Interupt Enable 


OOOOh 


06, 07 


Frame Number 


OOOOh 


08, OB 


Frame List Base Address 


OOOOh 


OCh 


Start of Frame Modify 


40h 


10, 11h 


Port 1 Status/Control 


0080h 


12, 13h 


Port 2 Status/Control 


0080h 


18h 


Test Data 


OOh 
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5.7.3 USB CONNECTOR 

The USB interface provides two series-A connectors on the rear panel. 











CZI CZI CZI CZI 
1 2 3 4 ^ 



Figure 5-10. Universal Serial Bus Connector 



Table 5-20. 

USB Connector Pinout 



Pin 


Signal 


Description 


Pin 


Signal 


Description 


1 


Vcc 


+5 VDC 


3 


USB+ 


Data (plus) 


2 


USB- 


Data (minus) 


4 


GND 


Ground 



5.7.4 USB CABLE DATA 

The recommended cable length between the host and the USB device should be no longer than 
sixteen feet for full-channel (12 MB/s) operation, depending on cable specification (see following 
table). 





Table 5-21. 






USB Cable Length Data 




Conductor Size 


Resistance 


Maximum Length 


20 AWG 


0.036 a 


16.4 ft (5.00 m) 


22 AWG 


0.057 Q. 


9.94 ft (3.03 m) 


24 AWG 


0.091 n 


6.82 ft (2.08 m) 


26 AWG 


0.145 Q 


4.30 ft (1.31 m) 


28 AWG 


0.232 £2 


2.66 ft (0.81 m) 



NOTE: 

For sub-channel (1 .5 MB/s) operation and/or when using sub-standard cable 
shorter lengths may be allowabie and/or necessary. 



The shield, chassis ground, and power ground should be tied together at the host end but left 
unconnected at the device end to avoid ground loops. 



Color code: 

Siqnai insuiation coior 

Data + Green 

Data - White 

Vcc Red 

Ground Blacl< 
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5.8 AUDIO SUBSYSTEM 

The audio subsystem is integrated onto the system board of all models. Implementing both legacy 
and AC'97 design guidelines, the audio subsystem is designed to provide optimum sound. Key 
features of the audio subsystem include: 

♦ AC'97 ver. 2.1 compliance 

♦ Soft CD, DVD/AC-3 processing 

♦ 16-bit stereo PCM input and output w/ up to 48 KHz sampling 

5.8.1 FUNCTIONAL ANALYSIS 

A block diagram of the audio subsystem is shown in Figure 5-11 and consists of the PC beep 
circuitry and the AC'97 audio circuitry. 

The PC beep circuitry provides legacy PC audio support of audio tones produced by one of the 
counters of the interval timer of the 82801 ICH component. This circuitry (which includes the 
PCB-mounted piezo speaker) provides beep tones typically used for indicating system status 
during boot sequences. Note that the PC beep circuitry operates independently of the AC'97 audio 
circuitry. 

The AC'97 audio circuitry uses the AC'97 Audio Controller of the 82801 ICH component to 
access and control an Analog Devices AD1881 (microtower) or AD1885 (desktop/minitower) 
Audio Codec, which provides the analog-to-digital (ADC) and digital-to-analog (DAC) 
conversions as well as the mixing functions. All control functions such as volume, audio source 
selection, and sampling rate are controlled through software over the PCI bus through the AC97 
Audio Controller of the 82801 ICH. Control data and digital audio streams (record and playback) 
are transferred between the Audio Controller and the Audio Codec over the AC97 Link Bus. 

Microtower systems feature an audio/modem riser (AMR) connector that allows an AC97- 
compliant audio/modem accessary card to be installed, providing an upgrade path for the audio 
subsystem. 

The analog interfaces allowing connection to external audio devices include: 

Mic In - This input uses a three-conductor (stereo) mini-jack that is specifically designed for 
connection of a condenser microphone with an impedance of 10-K ohms. This is the default 
recording input after a system reset. 

Line In - This input uses a three-conductor (stereo) mini-jack that is specifically designed for 
connection of a high-impedance (lOk-ohm) audio source such as a tape deck. 

Headphones/Line Out - This output uses a three-conductor (stereo) mini-jack that is designed for 
connecting a set of 16-ohm (min.) stereo headphones, a pair of powered speakers, or an amplifier. 



A NOTE: The signal at the Headphone/Line Out jack will not drive external speakers 
directly. Powered (amplified) speakers must be used. 
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TX Phone/ PC Beep Audio 



FRX Phone Audio 



AC97 
Linl< Bus 



Mic In 



Line In 



Audio 



(L) 



A. 



(R) 



CD-ROM Input 



CD Audio (L) 



CD Audio (R) 



Aux Input 



Aux Audio (L) 



Aux Audio (R) 



Audio 
Codec [1] 



1 



AMR Connector 



HP Out Audio (L/R) 



PCS 
Speai^er 



Headphones/ 
Line Out 



NOTE: 



[1] Desktop and minitower, AD1885. Microtower, AD1881. 
[2] Microtower only. 



Figure 5-11. Audio Subsystem Functional Block Diagram 



5-26 Compaq Deskpro EX Series of Personal Computers 

Third Edition - October 2001 



Technical Reference Guide 



5.8.2 AC97 AUDIO CONTROLLER 

The AC97 Audio Controller is a PCI device (device 3 1 /function 5) that is integrated into the 
82801 ICH component and supports the following functions: 

♦ Read/write access to audio codec registers 

♦ 16-bit stereo PCM output @ up to 48 KHz sampling 

♦ 16-bit stereo PCM input @ up to 48 KHz sampling 

♦ Acoustic echo correction for microphone 

♦ AC'97 Link Bus 

♦ ACPI power management 



5.8.3 AC97 LINK BUS 



The audio controller and the audio codec communicate over a five-signal AC97 Link Bus (Figure 
5-12). The AC97 Link Bus includes two serial data lines (SD OUT/SD IN) that transfer control 
and PCM audio data serially to and from the audio codec using a time-division multiplexed 
(TDM) protocol. The data lines are qualified by a 12.288 MHz BIT CLK signal driven by the 
audio codec. Data is transferred in frames synchronized by the 48-KHz SYNC signal, which is 
derived from the clock signal and driven by the audio controller. The SYNC signal is high during 
the frame's tag phase then falls during T17and remains low durmg the data phase. A frame 
consists of one 16-bit tag slot followed by twelve 20-bit data slots. When asserted (typically 
during a power cycle), the RESET- signal (not shown) will reset all audio registers to their default 
values. 



BIT_CLK 
(12.288 MHz) 

SYNC 
(48 KHz) 

SD OUT 
or SD IN 




Slot 


Description 


0 


Bit 15: Frame valid bit 

Bits 14-3: Slots 1-12 valid bits 

Bits 2-0: Codec ID 


1 


Command address: Bit 19, R/W; Bits 18.. 12, reg. Index; Bits 11. .0, reserved. 


2 


Command data 


3 


Bits 19-4: PCM audio data, left channel (SD OUT, playback; SD IN, record) 
Bits 3-0 all zeros 


4 


Bits 19-4: PCM audio data, rigtit channel (SD OUT, playback; SD IN, record) 
Bits 3-0 all zeros 


5 


Modem codec data (not used In this system) 


6-11 


Reserved 


12 


I/O control 



Figure 5-12. AC'97 Link Bus Protocol 
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5.8.4 AUDIO CODEC 



The audio codec provides pulse code modulation (PCM) coding and decoding of audio 
information as well as the selection and/or mixing of analog channels. As shown in Figure 5-13, 
analog audio from a microphone, tape, or CD can be selected and, if to be recorded (saved) onto a 
disk drive, routed through an analog-to-digital converter (ADC). The resulting left and right PCM 
record data are muxed into a time-division-multiplexed (TDM) data stream (SD IN signal) that is 
routed to the audio controller. Playback (PB) audio takes the reverse path from the audio 
controller to the audio codec as SD OUT data and is decoded and processed by the digital-to- 
analog converter (DAC). The codec supports simultaneous record and playback of stereo (left 
and right) audio. The Sample Rate Generator may be set for sampling frequencies up to 48 KHz. 

Analog audio may then be routed through 3D stereo enhancement processor or bypassed to the 
output selector (SEL). The integrated analog mixer provides the computer control-console 
functionality handling multiple audio inputs. 



Audio 
Format 



Mic In 



00 



O O 



{ 
{ 



Line in (L) 



Line in (R) 



CD in (L) 



OA; 



Left 




Audio 


Rec 


* 


Gain 


Rigtit 




Audio 


Rec 


► 


Gain 



ADC 



Rec 

Data (L) 



ADC 



Rec 

Data (R) 



SD IN 



Headphone/ 
Line Output 




1 Audio 
/ Controller 



Figure 5-13. Audio Codec Functional Block Diagram 

All inputs and outputs are two-channel stereo except for the microphone input, which is inputted 
as a single-channel but mixed internally onto both left and right channels. The microphone input 
is the default active input. All block functions are controlled through index-addressed registers of 
the codec. 
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5.8.5 AUDIO PROGRAMMING 

Audio subsystem programming consists configuration, typically accomplished during POST, and 
control, which occurs during runtime. The register maps are described in the following 
subsections. 



5.8.5.1 Audio Configuration 

The audio subsystem is configured according to PCI protocol through the AC '97 audio controller 
function of the 82801 ICH. Table 5-22 hsts the PCI configuration registers of the audio 

Table 5-22. AC'97 Audio Controller PCI Configuration Registers 



Table 5-22. 

AC'97 Audio Controller 
PCI Configuration Registers (82801 Device 31/Function 5) 



PCI 




Value 


PCI 




Value 


Conf. 




on 


Conf. 




on 


Addr. 


Register 


Reset 


Addr. 


Register 


Reset 


00-01 h 


Vender ID 


8086h 


14-17h 


Native Audio Bus IVIstr. Addr. 


1 


02-03h 


Device ID 


241 5h 


18-1Bh 


Reserved 


1h 


04-05h 


PCI Command 


OOOOh 


1C-2Bh 


Reserved 


1h 


06-07h 


PCI Status 


0280h 


2C-2Dh 


Subsystem Vender ID 


OOOOh 


08h 


Revision ID 


XXh 


2E-2Fh 


Subsystem ID 


OOOOh 


09h 


Programming 


OOh 


30-3Bh 


Reserved 




OAh 


Sub-Class 


Olh 


3Ch 


Interrupt Line 


OOh 


OBh 


Base Class Code 


04h 


3Dh 


Interrupt Pin 


02h 


OEh 


Header Type 


OOh 


3E-FFh 


Reserved 


O's 


10-13h 


Native Audio IVIixer Base Addr. 


1 









5.8.5.2 Audio Control 

The audio subsystem is controlled through a set of indexed registers that physically reside in the 
audio codec . The register addresses are decoded by the audio controller and forwarded to the 
audio codec over the AC97 Link Bus previously described. The audio codec's control registers 
(Table 5-22) are mapped into 64 kilobytes of variable I/O space. 



Table 5-22. 

Audio Codec Control Registers 







Value 




Value 






Value 


Offset 


On 


Offset 


On 


Offset 


On 


Addr. / Register 


Reset 


Addr. / Register 


Reset 


Addr. / Register 


Reset 


OOh 


Reset 


OlOOh 


14h Video Vol. 


8808h 


28h 


Ext. Audio ID. 


0001 h 


02h 


Master Vol. 


8000h 


16h AuxVol. 


8808h 


2Ah 


Ext. Audio Ctrl/Sts 


OOOOh 


04h 


Reserved 


X 


18h PCM Out Vol. 


8808h 


2Ch 


PCM DAC SRate 


BB80h 


06h 


Mono Mstr. Vol. 


8000h 


lAh Record Sel. 


OOOOh 


32h 


PCM ADC SRate 


BBBOh 


OBh 


Reserved 


X 


ICh Record Gain 


8000h 


34h 


Reserved 


X 


OAh 


PC Beep Vol. 


8000h 


1 Eh Reserved 


X 


72h 


Reserved 


X 


OCh 


Phone In Vol. 


8008h 


20h Gen. Purpose 


OOOOh 


74h 


Serial Config. 


7x0xh 


OEh 


Mic Vol. 


8008h 


22h 3D Control 


OOOOh 


76h 


Misc. Control Bits 


0404h 


lOh 


Line In Vol. 


8808h 


24h Reserved 


X 


7Ch 


Vender ID1 


4144h 


12h 


CD Vol. 


8808h 


26h Pwr Mgnt. 


OOOxh 


7Eh 


Vender ID2 


5340h 
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5.8.6 AUDIO SPECIFICATIONS 

The specifications of the audio subsystem are listed in Table 5-24. 



Table 5-24. 




Audio Subsystem Specifications 


Paramemter 


Measurement 


Sampling Rate 


5.51 KHz to 44 KHz 


Resolution 


16-blt 


Nominal Input Voltage: 




Mic In (w/+20 db gain) 


.283 Vp-p 


Line In 


2.83 Vp-p 


Impedance: 




Mic In 


1 K ohms (nom) 


Line In 


10 K ohms (min) 


Headphone/Line Out 


16/800 ohms (min/max) 


Signal-to-Noise Ratio (input to Line Out) 


90 db (nom) 


Input Gain Attenuation Range 


46.5 db 


iVIaster Volume Range 


-94.5 db 


Frequency Response (codec) 


20-20 KHz 
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5.8.7 AUDIO/MODEM RISER INTERFACE 



The audio/modem riser (AMR) interface included in the microtower system provides an upgrade 
path for the audio subsystem by allowing an AC'97-compatible device that combines audio and 
modem functions to be installed in the system. Figure 5-14 and table 5-25 show the AMR 
connector and pinout. 



A1 A23 




B1 B23 



Figure 5-14. AMR Connector 



Table 5-25 

AMR Connector Pinout 



Pin 


Signal 


Pin 


Signal 


B1 


NC 


A1 


NC 


B2 


Ground 


A2 


Mono Phone 


B3 


Mono out/PC Beep 


A3 


NC 


B4 


NC 


A4 


NC 


B5 


NC 


A5 


NC 


B6 


Primary DN# 


A6 


Ground 


B7 


-12 VDC 


A7 


+5 VDC 


B8 


Ground 


A8 


NC 


B9 


+ 12 VDC 


A9 


Ground 


B10 


Ground 


A10 


NC 


B11 


+5 VDC 


A11 


NC 


B12 


Ground 


A12 


Ground 


B13 


NC 


A13 


NC 


B14 


NC 


A14 


Ground 


B15 


+3 VDC 


A15 


+3 VDC 


B16 


Ground 


A16 


Ground 


B17 


AC97 Serial Data Out 


A17 


AC97 Sync 


B18 


AC97 Reset 


A18 


Ground 


B19 


NC 


A19 


AC97 Serial Data In 1 


B20 


Ground 


A20 


Ground 


B21 


NC 


A21 


AC97 Serial Data In 2 


B22 


Ground 


A22 


Ground 


B23 


Ground 


A23 


AC97 BITCLK 


NOTE: 


NC = Not connected 
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5.9 NETWORK SUPPORT 

These systems include specific features to support optional network interface PCI cards that may 
be installed. These features, including network-alert functions with system-off support, are 
described in the following subsections. 



5.9.1 PCI VER. 2.2 SUPPORT 

These systems support the Power Management Event (PME-) signal and provided 3.3 VDC 
auxiliary power for all PCI slots. Network interface cards comphant with PCI specification ver. 
2.2 may be installed to provided "system off network support without additional cable 
connections. In a powered-down state the compliant network card receives 3.3 volts of auxiliary 
DC power on pin A 14 of the PCI connector and uses PCI pin A19 for the PME- signal that is 
routed to general purpose input #13 of the LPC47B357 I/O controller. Network activity causing 
the NIC card to assert the PME- signal can be used to restart or "wake" the system from a suspend 
state. 



A NOTE: For auxiliary power to be available in a system-off condition the system unit 
must be plugged into a live AC outlet. Controlling unit power through a switchable 

power 

strip will, with the strip turned off, disable PME- functionality. 



5.9.2 ALERT-ON-LAN SUPPORT 

Alert-On-LAN (AOL) support allows a network interface controller (NIC) card to communicate 
the occurrence of certain events over a network even while the system unit is powered off. In a 
system-off (powered down) condition a NIC card receives auxiliary +3.3 VDC power (derived 
Irom the +5 VDC auxiliary power from the power supply assembly). Certain events will result in 
a compliant NIC card to transmit an appropriate pre-constructed message over the network to a 
system management console. 

Reportable AOL events are listed in the following table: 





Table 5-26. 




AOL Events 


Event 


Description 


BIOS Failure 


System falls to boot successfully. 


OS Problem 


System fails to load operating system after POST. 


Missing/Faulty Processor 


Processor fails to fetch first instruction. 


Heartbeat 


Indication of system's network presence (sent approximately every 30 




seconds in normal operation). 
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As shown in the following figure, support with an AOL-compliant NIC PCI card (such as the Intel 
PRO/1 00+ Management Adapter Solution) requires no auxiliary cable since the communication of 
alert events is handled through the PCI bus interface. 




Figure 5-15. AOL Implementation (Generic Representation) 



The 82801 ICH initiates event notification by transmitting an alert message over the SMBus-type 
Alert Clock/Alert Data interface to a NIC card. On these systems the Alert Clock/Alert Data 
signals are wired-Or'd with the SMBus signals and use the SDONEn/SBOn signals lines for 
routing to a NIC card on the PCI bus. 

The ICH's alert message will be the result of a signal from a sensor (thermal or CPU state) or 
from the ICH's detection of the system's running status. Upon receiving the alert message from 
the ICH the NIC transmits the appropriate, pre-constructed message over the network. 

The AOL implementation requirements are as follows: 

1 . Intel PRO/100 VM Network Connection drivers 3.80 or later (available from Compaq). 

2. Intel Alert-On-LAN Utilities, version 2.5 (available from Compaq). 

3. Management console running one of the following: 

a. HP OpenView Network Node Manager 6.x 

b. Intel LANDesk Client Manager 

c. Sample Application Console from the Intel AOL Utilities (item #2 above) 
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5.9.3 REMOTE SYSTEM ALERT SUPPORT 

The desktop and minitower systems provide Remote System Alert (RSA) support for such NIC 
cards as the 3Com 3C905C-TX NIC card. The RSA function is similar to AOL in that the unit 
provides, even while powered off, system status alert messages to a network console. However, 
NIC cards implementing the RSA method do not use the SMBus for receiving alert information 
and therefore require, in addition to the PCI connection, an auxiliary AOL/SOS cable connection 
with the system board (Figure 5-16). 



NIC Card in PCI Slot 




AOL/SOS 
Header PI 2 



Figure 5-16. Remote Sense Alert Implementation (Generic Representation) 

In the Remote Sense Alert implementation, a NIC card receives event notification directly from 
the system's thermal sensors and the LPC47B357 I/O controller over an AOL/SOS cable 
connection (Figure 5-17). During system-off conditions the NIC card receives auxiliary power 
fi-om the 3.3 VDC auxiliary power rail on the PCI bus. 



Desktop/Minitower System Board 



47B357 
I/O Cntlr. 



Processor 



BIOS Fail 



NC 
NC 
NC 

NC 



OS Fail 



Intrusion 



Fan Alert 



Pwr Alert 



Thermal 



AOL/SOS 

Header , 



Optional NIC Card 



SOS 



PCI 

Connector 



PCi 
Bus 



PCI 
Bus 



Figure 5-17. RSA Logic, Block Diagram 
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Reportable RSA events are listed in the following table: 





Table 5-27. 




Remote System Alert Events 


Event 


Description 


BIOS Failure 


System falls to boot successfully. 


Thermal Condition 


CPU Thermal shutdown reported. 


Heartbeat 


Indication of system's network presence (sent approximately every 30 




seconds in normal operation). 



The current Remote System Alert implementation requirements are as follows: 

1 . 3Com Etherlink 3C905C-TX NIC. 

2. 7-pin AOL/SOS cable. 

3. 3Com EtherDisk Driver 5.x or later (available from Compaq). 

4. Client-side utility software (included with driver). 

5. Server-side utility software (available from Compaq). 

6. Management console running one of the following: 

a. HP OpenView Network Node Manager 6.x 

b. Intel LANDesk Client Manager 



5.9.4 WAKE ON LAN SUPPORT 

The microtower system provides Wake-On-LAN (WOL) support, which allows a compatible 
network interface card to be powered up and respond to special packets while the system is in a 
low-power (suspend) state. The compatible network interface card receives 5 VDC auxihary 
power through a cable connection with the WOL header connector. The WOL coimection also 
carries the WOL signal generated from the NIC card to the system board. When relevant packets 
are received, the NIC card asserts the WOL signal, which is used by the ICH to initiate the power- 
up ("wake up") sequence. 

NIC Card In PCI Slot 




Figure 5-18. WOL Interface Connection (Generic Representation) 



A NOTE: For auxiliary power to be available in a system-off condition the unit must be 
plugged into an active AC outlet. A system plugged into an AC outlet strip that is 
turned off will disable WOL functionality. Some NIC cards may require the WOL 
cable connection for power even if WOL functionality is not used. 
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Chapter 6 

GMCH-BASED GRAPHICS SUBSYSTEM 



6.1 INTRODUCTION 

These systems implement the Intel 810E and 815 Chipsets that each include a GMCH component 
that integrates a Direct AGP-type graphics controller. The desktop and minitower systems also 
provide an AGP slot to accommodate an alternative graphics adapter solution. This chapter 
describes the graphics controller integrated into the 828 lOE and 82815 GMCHs and is referred to 
as the GMCH-based graphics subsystem. 

For a description of separate AGP grapliics cards tliat may be provided in some 
configurations refer to the appropriate appendix of this guide. 

This chapter covers the following subjects: 

♦ GMCH-based graphics functional description (6.2) 

♦ GMCH-based graphics programming (6.3) 

♦ Monitor power management (6.4) 

♦ Monitor connector (6.5) 

♦ Upgrading GMCH-based graphics (6.6) 

6.1.1 FEATURE SUMMARY 

The GMCH-based graphics subsystem includes the following features: 

♦ Accelerated driver support for Windows 3.1/95/98/2000, Windows NT 4.0, OS/2 

♦ MS ActiveMovie and Media Player support for Win95 

♦ Direct 3D support 

♦ MS Direct Draw 5/6 support 

♦ AGP 4X interface 

♦ DDC2B comphant 

♦ Accelerator engine support for: 

• 3-ROP BitBLT 

• Line Draw 

• Color expansion 

• Video color conversion/scaling 

• Motion video 

• Triangle setup 

♦ Upgradeable with either the addition of a 4-MB GPA card or an AGP graphics card 



page 6-2 
page 6-5 
page 6-5 
page 6-6 
page 6-6 
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6.2 GMCH-BASED GRAPHICS FUNCTIONAL DESCRIPTION 

The Intel 810E and 815 chipsets integrate the equivalent of an Intel 1740 graphics controller into 
their GMCH component (Figure 6-1). The controller includes 2D and 3D accelerator engines 
working with a deeply-pipelined pre-processor. The controller supports perspective-correct 
texture mapping, bilinear and anisotropic Mip-mapping, Alpha blending, Gouraud shading, and 
fogging. 



4 MB 
Display 
Cache [1] 



AGP Bus 
1/ \ 



V 



Monitor 



V 



RGB 



82810E or 82815 GMCH 



FSB 

l/F 



Direct AGP 
Graphics 
Controller 



SDRAM 
Controller 



Hub Link 
l/F 



^1 Described in Chapter 3 
P Described in Chapter 4 

[1] Optional module in desktop or minitower. 
Embedded on system board in microtower. 



Figure 6-1. GMCH-Based Graphics, Block diagram 



The controller uses the AGP interface (2X for the 828 lOe, 4X for the 828 15) and is therefore 
referred to as a Direct AGP design. The AGP interface also allows the GMCH-based graphics 
controller to use a portion of system memory for instructions, textures, and frame (display) 
buffering. Using a process called Dynamic Video Memory Technology (DVMT), the controller 
dynamically allocates display and texture memory amounts according to the needs of the 
apphcation. 
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8281 OE or 82815GMCH 
Direct AGP Graphics Controlier 



Monitor 
Connector " 



HSync 

HSync 



RGB 



RAM 
DAC 



2D 


3D 


Engine 


Engine 



Pipelined 
Preprocessor 



A 



AGP 
l/F 



FSB l/F & 

SDRAM 

Cntlr. 



V 

AGP Bus 



Figure 6-2. GMCH Integrated Graphics Subsystem 



The GMCH-based graphics controller includes special enhancements for 2D operations. Motion 
compensation logic is included to improve performance during software decoding of MPEG2 
video. Hardware cursor and overlay engines relieve software processing and provide independent 
gamma correction, saturation, and brightness control. The 230-MHz RAMDAC can support a 
variable-scan rate monitor up to a maximum resolution of 1600 x 1200 with 256 colors. Video 
BIOS for the controller is held in the system BIOS ROM and copied into systems memory at 
runtime for maximum performance. 

On desktop and minitower systems an optional 4-MB Graphics Performance Accelerator (GPA) 
card may be installed in the AGP slot to be used by the integrated controller as a display cache. 
The GPA card allows the graphics controller to simultaneously render graphics to the Z-buffer (in 
the display cache) while processing textures in a portion of system memory, increasing 3D 
performance substantially. The integrated 1740 graphics controller uses, through the AGP I/F, a 
specific amount of system memory. This memory is allocated as follows: 

Video BIOS - 5 12 or 1024 kilobytes. An OS report of available system memory will be the total 
amount mstalled LESS this amount. 

Grapliics Memory - Prior to the PV 4.x driver being loaded, the graphics memory will be one 
megabyte for supporting standard VGA modes. After driver load, memory allocation will be set 
by the Dynamic Video Memory Technology (DVMT) for rendering, Z-buffering, and displaying 
according to need and total system memory availability. The following table indicates the amount 

of memory allocated depending on operating system and memory availability. 



OS Type and 
Sys. Mem. Amount 


Total Graphics Memory 
w/o GPA Card 


Total Graphics Memory 
w/4 MB GPA Card 


Windows 98 w/32 MB 


6 MB 


9 MB 


Windows 98 w/64 MB 


10 MB 


12 MB 


Windows 98 w/1 28 MB 


10 MB 


12 MB 


Windows NT 4.0 w/64 MB 


9 MB 


12 MB 


Windows NT 4.0 w/1 28 MB 


9 MB 


12 MB 


Windows 2000 w/64 MB 


9 MB 


12 MB 


Windows 2000 w/1 28 MB 


10 MB 


12 MB 
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6.2.1 DISPLAY MODES 

The Intel graphics controller supports the following 2D display modes: 







Table 6-1. 






GMCH-Based Graphics Display Modes 




Resolution 


Bits per pixel 


Color Depth 


Refresh Rate 


640 X 480 


8 


256 


60, 70, 72, 75, 85 


640 X 480 


16 


65K 


60, 70, 72, 75, 85 


640 X 480 


24 


16.7M 


60, 70, 72, 75, 85 


720 X 480 


8 


256 


75, 85 


720 X 480 


16 


65K 


75, 85 


720 X 480 


24 


16.7M 


75, 85 


720 X 576 


8 


256 


60, 75, 85 


720 X 576 


16 


65K 


60, 75, 85 


720 X 576 


24 


16.7M 


60, 75, 85 


800 X 600 


8 


256 


60, 70, 72, 75, 85 


800 X 600 


16 


65K 


60, 70, 72, 75, 85 


800 X 600 


24 


16.7M 


60, 70, 72, 75, 85 


1024x768 


8 


256 


60, 70, 72, 75, 85 


1024x768 


16 


65K 


60, 70, 72, 75, 85 


1024x768 


24 


16.7M 


60, 70, 72, 75, 85 


1152x864 


8 


256 


60, 70, 72, 75, 85 


1152x864 


16 


65K 


60, 70, 72, 75, 85 


1152x864[11 


24 


16.7M 


60, 70, 72, 75, 85 


1280x720 


8 


256 


60, 75, 85 


1280 x720 


16 


65K 


60, 75, 85 


1280 X 720 [1] 


24 


16.7M 


60, 75, 85 


1280 X 960 


8 


256 


60, 75, 85 


1280 X 960 


16 


65K 


60, 75, 85 


1280x960 \^ 


24 


16. 7M 


60, 75, 85 


1280 X 1024 


8 


256 


60, 70, 72, 75, 85 


1 280 X 1024 


16 


65K 


60, 70, 72, 75, 85 


1280 X 1024 [11 


24 


16.7M 


60, 70, 75, 85 


1600x900 


8 


256 


60, 75, 85 


1600x900 


16 


65K 


60, 75, 85 


1 600 X 1200 


8 


256 


75 



NOTE: 

[1] True color (24-bpp) mode support at these resolutions require the 4-MB GPA card. 
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6.3 GMCH-BASED GRAPHICS PROGRAMMING 

The GMCH-based graphics controller is configured using PCI configuration registers listed in 
Table 6-2. 



Table 6-2. 

GMCH-Based Graphics Controller PCI Configuration Registers 
(GMCH, Function 2) 



PCI 






PCI 






Config. 




Reset 


Config. 




Reset 


Addr. 


Register 


Value 


Addr. 


Register 


Value 


00, Olh 


Vendor ID 


8086h 


2E, 2Fh 


Subsystem ID 


OOOOh 


02, 03h 


Device ID 


1132h 


30-33h 


Vid. BIOS Base Addr. 


O's 


04, 05h 


Command 


0004h 


34h 


Capabilities Pointer 


DCh 


06, 07h 


Status 


02B0h 


3Ch 


Inten-upt Line 


OOh 


08h 


Revision ID 


02h 


3Dh 


Interrupt Pin 


Olh 


OA, OBh 


Class Code 


0003h 


3Eh 


Min. Grant 


OOh 


OEh 


Header Type 


01h 


3Fh 


Max. Latency 


OOh 


OFh 


BIST 


OOh 


DC, DDh 


Pwr. Mgmt. Capabilities 


0001 h 


10-13h 


Memory Range Addr. 


8 


DE, DFh 


Pwr. Mgmt. Capabilites 


0022h 


14-17h 


Mem. Mapped Range Addr. 


O's 


EO, E1h 


Pwr. Mgmt. Control 


OOOOh 


2C, 2Dh 


Subsys. Vendor ID 


OOOOh 


E2-FFh 


Reserved 





NOTE: 

Assume unmarked locations/gaps as reserved. Refer to Intel documentation for detailed 
register descriptions. 



The graphics controller is controlled through memory-mapped registers by the appropriate 
software driver. 



6.4 MONITOR POWER MANAGEMENT CONTROL 

The controller provides monitor power control for monitors that conform to the VESA display 
power management signaling (DPMS) protocol. This protocol defines different power 
consumption conditions and uses the HSYNC and VSYNC signals to select a monitor's power 
condition. Table 6-4 hsts the monitor power conditions. 









Table 6-4. 






Monitor Power Management Conditions 


HSYNC 


VSYNC 


Power Mode 


Description 


Active 


Active 


On 


Monitor is completely powered up. If activated, the inactivity 
counter counts down during system inactivity and if allowed to 
tiemout, generates an SMI to initiate the Suspend mode. 


Active 


Inactive 


Suspend 


Monitor's high voltage section is turned off and CRT heater 
(filament) voltage is reduced from 6.6 to 4.4 VDC. The Off mode 
inactivity timer counts down from the preset value and if allowed 
to timeout, another SMI is generated and serviced, resulting in 
the monitor being placed into the Off mode. Wal<e up from 
Suspend mode is typically a few seconds. 


Inactive 


Inactive 


Off 


Monitor's high voltage section and heater circuitry is turned off. 
Wake up from Off mode is a little longer than from Suspend. 
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6.5 MONITOR CONNECTOR 

A DB-15 connector is provided on the rear chassis for connection to an analog monitor. The 
pinout for this connector is shown in Figure 6-3 and Table 6-5. 




Figure 6-3. VGA Monitor Connector, (Female DB-15, as viewed from rear). 



Table 6-5. 

DB-15 Monitor Connector Pinout 



Pin 


Signal 


Description 


Pin 


Signal 


Description 


1 


R 


Red Analog 


9 


PWR 


+5 VDC (fused) [11 


2 


G 


Blue Analog 


10 


GND 


Ground 


3 


B 


Green Analog 


11 


NC 


Not Connected 


4 


NC 


Not Connected 


12 


SDA 


DDC2-B Data 


5 


GND 


Ground 


13 


HSync 


Horizontal Sync 


6 


RGND 


Red Analog Ground 


14 


VSync 


Vertical Sync 


7 


G GND 


Blue Analog Ground 


15 


SCL 


DDC2-B Clock 


8 


B GND 


Green Analog Ground 









NOTES: 



[1] Fuse automatically resets when excessive load is removed. 



6.6 UPGRADING GMCH-BASED GRAPHICS 



6.6.1 UPGRADING DESKTOP OR MINITOWER GRAPHICS 

Upgrading the GMCH-based graphics on the desktop or minitower is facilitated with either the 
addition of the GPA card (to improve the performance of the 82815 GMCH graphics controller) 
or with the installation of an AGP graphics adapter card. During POST, the BIOS will detect the 
presence of the AGP graphics adapter on the AGP bus and disable the 815-based graphics 
controller. Dual monitor support is possible by supplementing the GMCH-based graphics 
controller with a PCI graphics card. 

6.6.2 UPGRADING MICROTOWER GRAPHICS 

The microtower does not include an AGP slot for graphics upgrading. While not a true "upgrade," 
a PCI-type graphics card may be installed in the system to replace the GMCH-based graphics or to 
provide second-monitor support. 
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Chapter 7 

POWER and SIGNAL 
DISTRIBUTION 



7.1 INTRODUCTION 



This chapter describes the power supply and method of general power and signal distribution. 
Topics covered in this chapter include: 

♦ Power supply assembly/control (7.2) page 7-1 

♦ Power distribution (7.3) page 7-5 

♦ Signal distribution (7.4) page 7-8 



7.1 POWER SUPPLY ASSEMBLY/CONTROL 



This system features a power supply assembly that is controlled through programmable logic 
(Figure 7-1). 



Front Bezel 

Power On/Off 



Power On 



System Board 



Slots, Chipsets, Logic 
& Voltage Regulators 



AC 
Outlet 



11 0/230 VAC 



110 VAC 



110/230 VAC 
Select SW 



230 VAC 



PS 
On 



+5 
AUX 



ik jk ik 



+3.3 VDC 



Power Supply 
Assembly 



+5 VDC 



-5 VDC 



+12 VDC 



NC 



-12 VDC 



+5 VDC 



+12 VDC 



Drives 



Figure 7-1. Power Distribution and Control, Block Diagram 
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7.1 .1 POWER SUPPLY ASSEMBLY 



The power supply assembly is contained in a single unit that features a selectable input voltage: 
90-132 VAC and 180-264 VAC. Deskpro EX desktop and microtower systems use a 145-watt 
supply while Deskpro EX minitower systems employ a 200-watt supply. Tables 7-1 and 7-2 list 
the specifications of the power supplies. 



Table 7-1. 

145-Watt Power Supply Assembly Specifications (See Note) 





Range/ 
Tolerance 


Min. Current 
Loading Ml 


Max. 
Current 


Surge 
Current [21 


Max. 
Ripple 


Input Line Voltage: 
110 VAC Setting 
220 VAC Setting 


90-132 
VAC 

180-264 
VAC 










Line Frequency 


47 - 63 Hz 










Steady State Input (VAC) Current 






4.0 A 






+3.3 VDC Output 


+/- 5% 


0.00 A 


10.0 A 


10.0 A 


50 mV 


+5 VDC Output 


+/- 5 % 


1.30 A 


15.0 A 


15.0 A 


50 mV 


+5 AUX Output 


+/- 4 % 


0.00 A 


2.00 A 


2.00 A 


50 mV 


+12 VDC Output 


+/- 5 % 


0.10 A 


4.00 A 


5.00 A 


120 mV 


-12 VDC Output 


+/-10% 


0.00 A 


0.30 A 


0.40 A 


200 mV 



NOTE: 



Specifications are applicable for both P/N 189801 used in the desktop and spare P/N 216912 
used in the microtower, although these assemblies are not interchangeable. Also note that the 
desktop is rated (as a unit) at 120 watts 



Table 7-2. 

200-Watt Power Supply Assembly Specifications (P/N 190769) 





Range/ 


Min. Current 


Max. 


Surge 


Max. 




Tolerance 


Loading Ml 


Current 


Current [21 


Ripple 


Input Line Voltage: 












110 VAC Setting 


90-132 










220 VAC Setting 


VAC 












180-264 












VAC 










Line Frequency 


47 - 63 Hz 










Steady State input (VAC) Current 






6.00 A 






+3.3 VDC Output 


+/- 4% 


1.40 A 


14.0 A 


14.0 A 


50 mV 


+5 VDC Output 


+/- 5 % 


1.40 A 


22.0 A 


22.0 A 


50 mV 


+5 AUX Output 


+/- 4 % 


0.10 A 


2.00 A 


2.00 A 


50 mV 


+12 VDC Output 


+/- 5 % 


0.07 A 


6.00 A 


8.00 A 


120 mV 


-12 VDC Output 


+/-10% 


0.00 A 


0.30 A 


0.30 A 


200 mV 
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7.1.2 POWER CONTROL 



The power supply assembly is controlled digitally by the PS On signal (Figure 7-1). When PS On 
is asserted, the Power Supply Assembly is activated and all voltage outputs are produced. When 
PS On is de-asserted, the Power Supply Assembly is off and all voltages (except +5 AUX) are not 
generated. Note that the -t-5 AUX voltage is always produced as long as the system is 
connected to a live AC source. 



7.1.2.1 Power Button 



The PS On signal is typically controlled through the Power Button which, when pressed and 
released, applies a negative (grounding) pulse to the power control logic. The resultant action of 
pressing the power button depends on the state and mode of the system at that time and is 
described as follows: 



System State 


Pressed Power Button Results In: 


Off 


Negative pulse, of which the falling edge results in power control logic asserting PS 
On signal to Power Supply Assembly, which then initializes. ACPI four-second 
counter is not active. 


On, ACPI Disabled 


Negative pulse, of which the falling edge causes power control logic to de-assert the 
PS On signal. ACPI four-second counter is not active. 


On, ACPI Enabled 


Pressed and Released Under Four Seconds: 

Negative pulse, of which the falling edge causes power control logic to 
generate SIVII-, set a bit in the SMI source register, set a bit for button status, 
and start four-second counter. Software should clear the button status bit 
within four seconds and the Suspend state is entered. If the status bit is 
not cleared by software in four seconds PS On is de-asserted and the 
power supply assembly shuts down (this operation is meant as a guard if 
the OS is hung). 

Pressed and Held At least Four Seconds Before Release: 

If the button is held in for at least four seconds and then released, PS On is 
negated, de-activating the power supply. 



7.1.2.2 Power LED Indications 



The Power LED on the desktop and minitower is used to indicate system power status. The front 
panel (bezel) power LED provides a visual indication of key system conditions listed as follows: 



Power LED 
Steady green 
Blinking green @ 1 Hz 
Blinking green @ 2 Hz 
Blinking green @ 4 Hz 
Steady red (MT only) 
Blinks red @ 2 Hz (MT only) 
Blinks red @ 1 Hz (MT only) 
Blinks red @ 4 Hz (MT only) 



Condition 

Normal fijll-on operation (SO) 

Suspend mode (SI) 

Sleep (suspend to RAM) state (S3) 

Sleep (suspend to Disk) state (S4) 

Processor not seated 

Power supply crowbar activated 

BIOS ROM error 

Thermal condition: processor has overheated and shut down 
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7.1.2.3 Wake Up Events 

The PS On signal can be activated with a power "wake-up" of the system due to the occurrence of 
a magic packet, serial port ring, or PCI power management (PME) event. These events can be 
individually enabled through the Setup utility to wake up the system from a sleep (low power) 
state. 



A NOTE: Wake-up functionality requires that certain circuits receive auxiliary power 
while the system is turned off The system unit must be plugged into a live AC outlet 
for wake up events to function. Using an AC power strip to control system unit power 
will disable wake-up event functionality. 



The wake up sequence for each event occurs as follows: 
Wake-On-LAN 

The network interface controller (NIC) can be configured for detection of a "Magic Packet" and 
wake the system up from sleep mode through the assertion of the PME- signal on the PCI bus. 
Refer to Chapter 5, "Network Support" for more information. 

Modem Ring 

A ring condition on serial port A (COMl) or serial port B (COM2) can be detected by the power 
control logic and, if so configured, cause the PS On signal to be asserted. 

Power Management Event 

A power management event that asserts the PME- signal on the PCI bus can be enabled to cause 
the power control logic to generate the PS On. Note that the PCI card must be PCI ver. 2.2 
compliant to support this function. 
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7.2 POWER DISTRIBUTION 



7.2.1 3.3/5/12 VDC DISTRIBUTION 

The power supply assembly includes a multi-connector cable assembly that routes +3.3 VDC, +5 
VDC, -5 VDC, +12 VC, and -12 VDC to the system board as well as to the individual drive 
assemblies. Figure 7-2 shows the power supply cabling for the Deskpro EX desktop (DT) 
models. 



Power Supply 

Assembly 
(p/n 189801) 



r 



P5 




PI 



P2 P3 P4 



Drive 

Assemblies 



System 
Board 



P5 

n 



J 



□ □ □ □ 



4 3 2 
P2-4 



2 3 
PI 



1 





11 


12 


13 


14 


15 


16 


17 


18 


19 


20 




1 


2 


3 


4 


5 


6 


7 


8 


9 


10 



Conn. # 


Pin 1 


Pin 2 


Pin 3 


Pin 4 


Pin 5 


Pin 6 


Pin 7 


Pin 8 


Pin 9 


Pin 10 


PI 


+3.3 


+3.3 


RTN 


+5 


RTN 


+5 


RTN 




+5 AUX 


+ 12 


PI [1] 


+3.3 


-12 


RTN 


PS On 


RTN 


RTN 


RTN 




+5 


+5 


P5 


+5 


GND 


GND 


+ 12 




P2-4 


+ 12 


GND 


GND 


+5 



NOTES: 



[1] This row represents pins 1 1-20 of connector PI. 

All + and - values are VDC. 

RTN = Return (signal ground) 

GND = Power ground 

RS = Remote sense 

FO = Fan off 

□ Not connected 



Figure 7-2. Deskpro EX Desktop Power Cable Diagram 
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Figure 7-3 shows the power supply cabhng for Deskpro EX minitower (MT) series units. 



Power Supply 

Assembly 
(P/N 190769) 




P7 



P5 

■D 



P3 

■D 



PI 



To 
K Drive 
Assemblies 



To 

System 
Board 



P7 

n 



□ □ □ □ 



4 3 2 1 
P2-P6 

b o o d] 

12 3 4 
PI 





11 


12 


13 


14 


15 


16 


17 


18 


19 


20 




1 


2 


3 


4 


5 


6 


7 


8 


9 


10 



Conn. # 


Pin 1 


Pin 2 


Pin 3 


Pin 4 


Pin 5 


Pin 6 


Pin 7 


Pin 8 


Pin 9 


Pin 10 


PI 


+3.3 


+3.3 


RTN 


+5 


RTN 


+5 


RTN 


Pwr Gd 


+5 AUX 


+12 


PI [1] 


+3.3 


-12 


RTN 


PS On 


RTN 


RTN 


RTN 


-5 


+5 


+5 


P7 


+5 


GND 


GND 


+ 12 














P2-6 


+12 


GND 


GND 


+5 















NOTES: 



[1] This row represents pins 1 1-20 of connector PI. 

All + and - values are VDC. 

RTN = Return (signal ground) 

Pwr Gd = Power good 

GND = Power ground 

D Not connected 



Figure 7-3. Deskpro EX Minitower Power Cable Diagram 
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7.2.2 LOW VOLTAGE DISTRIBUTION 



Voltages less than 3.3 VDCincluding processor core (VccP) voltage are produced through 
regulator circuitry on the system board. 



+5 AUX 



AGP Bus 



Type Det- 



+5 VDC 



Power Supply J 



S3 Mode 
RAM PWR 
Circuit 



AGP PWR 



+5 VDC , 



LIV1317 
Regulator 
Circuit 



+3.3 VDC 



Regulator 
Circuit 



+5 VDC 



+12 VDC 



Processor 



VIDO 



VID1 



VID2 



VI D3 



Regulator 
Circuit 



3.3 VDC 



-> DIMMs 



VDDQ [1] 



■> AGP Bus 



2.5 VDC 



+3.3 VDC 



Pull-Up Logic 



VTT(+1.5) 



Processor 



VccP (see text) 



NOTE: 



[1] VDDQ = 1 .5 for AGP 4X cards (Type Det- grounded). 

= 3.3 for AGP 1X/2X cards (Type Det- left open). 

Figure 7-4. Low Voltage Supply and Distribution Diagram 



The VccP regulator produces the VccP (processor core) voltage according to the strapping of 
signals VID3..0 by the processor. The possible voltages available are hsted as follows: 



VID 3..0 


VccP 


VID 3..0 


VccP 


0000 


2.05 VDC 


1000 


1.65 VDC 


0001 


2.00 VDC 


1001 


1.60 VDC 


0010 


1.95 VDC 


1010 


1.55 VDC 


0011 


1.90 VDC 


1011 


1.50 VDC 


0100 


1.85 VDC 


1100 


1 .45 VDC 


0101 


1.80 VDC 


1101 


1 .40 VDC 


0110 


1.75 VDC 


1110 


1.35 VDC 


0111 


1.70 VDC 


1111 


1.30 VDC 



Refer to Chapter 3 for a listing of the core voltages set by the Celeron (Table 3-1) and Pentium III 
(Table 3-2) processors. 
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7.3 SIGNAL DISTRIBUTION 

Figure 7-5 shows general signal distribution between the main subassemblies of the desktop and 
minitower system units. 



Chassis Fan 



Graphics 
Controller 



<>AGP 
JJbus 



System 
Board 

(PCA#010833 
or 01 1342) 



NOTES: 




Fan 
PWR 



AGP 




Conn. 


Conn. J40 




P216 



Conn. 
P5[1] 



Conn. 
PI 



Ph. IDE 
Conn. P20 



Sec. IDE 
Conn. P21 



Audio 
Conn. P701 



Dsk. 
Conn. P10 



Mouse/ 
Kybd 
Conn. J68 



Power On/Off 



Power On 

"5^ 



Pwr Btn, Pwr/HD LED 




HD Activity 




3/5/12 VDC 



PS On 



IDE 

Data, CntI 



IDE 
Hard Drive 



Power 
Supply 
Assembly 



5, 12 VDC 



IDE l/F CD-ROM 

/ M l 



V 



L/R Audio 



5, 12 VDC 



Dskt. 

Data, CntI Diskette Drive 

\ 





^ 5, 12 VDC 







Mouse 



Keyboard 



I I Models with 933 MHz or faster processor. 
I I Models with NVIDIA graphcis controller 
[1] See Figure 7-8 for header pinout. 



Figure 7-5. Signal Distribution Diagram, Desktop/Minitower (Typical Configuration) 
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Figure 7-6 shows general signal distribution between the main subassemblies of the microtower 
system unit. 



System 
Board 

(SPN# 216906) 



Power On/Off 
Power On _l_ HD Activity 



Conn. 
J32 [1] 



Conn. 
J23 



Ph. IDE 
Conn. J34 



Sec. IDE 
Conn. J30 



CD Audio 
Conn. J9 



Dsk. 
Conn. P10 



Mouse/ 
Kybd 
Conn. J68 



Pwr Btn, Pwr/HD LED 



3/5/12 VDC 



PS On 



IDE 

Data, CntI 



IDE l/F 



IDE 
Hard Drive 



CD-ROM 



Power 
Supply 
Assembly 



5, 12 VDC 



V 



L/R Audio 



5, 12 VDC 



Dskt. 

Data, CntI Diskette Dr ive 



V 



Mouse 



5, 12 VDC 



Keyboard 



NOTES: 

I I Models with 933 MHz or faster processor. 
I I Models with NVIDIA graphcis controller 
[1] See Figure 7-8 for header pinout. 



Figure 7-6. Signal Distribution Diagram, Microtower (Typical Configuration) 
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Power Button/LED Header [1] [2] 



HD LED Anode 


1 


OOOOOOOOO 

oo oooooo 


2 PS LED Anode 


HD LED Cathode 


3 


4 PS LED Cathode 


NC 


5 


6 PWRBTN 


Master Reset 


7 


8 PWR BTN GND 


+5 VDC 


9 


10 System ID 


Not connected 


11 


12 GND 


GND 


13 




Not connected 


15 


16 +5 VDC 


Not connected 


17 


18 Not connected 







o- 
o- 
o- 
o- 



CD/Aux Audio Header [1] [2] 

1 Audio (left channel) 



2 Ground 



3 Ground 



4 Audio (right channel) 



Telephone Header [2] 
1 Audio In 



2 Ground 



3 Ground 



4 Audio Out 



NOTES; 



[1] Desktop/minitower 
[2] Microtower 



AOL/SOS Header [1] [2] 



BIOS Fail 


1 


o o o 
o o o o 


2 


OS Fail 


Intrusion 






3 


4 


Fan Alert 


Pwr Alert 




5 


6 


Thermal Alert 


Ground 




7 













Figure 7-7. System Board Header Pinouts 
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Chapter 8 
BIOS ROM 



8.1 INTRODUCTION 

The Basic Input/Output System (BIOS) of the computer is a collection of machine language 
programs stored as firmware in read-only memory (ROM). The BIOS ROM includes such 
functions as Power-On Self Test (POST), PCI device initialization, Plug 'n Play support, power 
management activities, and the Setup utility. The frrmware contained in the BIOS ROM supports 
the following operating systems and specifications: 



♦ 


DOS 6.2 


♦ 


Windows 3.1 (and Windows for Workgroups 3.11) 


♦ 


Windows 95, 98, and 2000 


♦ 


Windows NT 3.5 and 4.0 


♦ 


OS/2 ver 2.1 and OS/2 Warp 


♦ 


SCO Unix 


♦ 


DMI2.1 


♦ 


Intel Wired for Management (WfM) ver. 2.2 


♦ 


Alert-On-LAN (AOL) and Wake-On-LAN (WOL) 


♦ 


ACPI and OnNow 


♦ 


APM 1.2 


♦ 


SMBIOS 2.3.1 


♦ 


PC98/99andNetPC 


♦ 


Boot Integrity Services (BIS) 


♦ 


Video BIOS for GMCH-based graphics 


♦ 


Intel PXE boot ROM for the integrated LAN controller 


♦ 


BIOS Boot Specification 1.01 


♦ 


Enhanced Disk Drive Specification 3.0 


♦ 


"El Torito" Bootable CD-ROM Format Specification 1.0 


♦ 


ATAPI Removeable Media Device BIOS Specification 1 .0 



The BIOS ROM is a Intel Firmware Hub (or Firmware Hub-compatible) part that has been flashed 
with Compaq BIOS code on desktop and minitower systems and American Megatrends Inc. 
(AMI) BIOS code on microtower systems. The runtime portion of the BIOS resides in a 128KB 
block from EOOOOh to FFFFFh. 
This chapter includes the following topics: 



♦ 


ROM flashing (8.2) 


page 8-2 


♦ 


Boot functions (8.3) 


page 8-4 


♦ 


Setup utility (8.4) 


page 8-6 


♦ 


Client management functions (8.5) 


page 8-16 


♦ 


PnP support (8.6) 


page 8-19 


♦ 


Power management functions (8.7) 


page 8-21 


♦ 


USB legacy support (8.8) 


page 8-28 
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8.2 ROM FLASHING 

The system BIOS firmware is contained in a flash ROM device that can be re-written with BIOS 
code (using the ROMPAQ utility or a remote flash program) allowing easy upgrading, including 
changing the splash screen displayed during the POST routine. 



8.2.1 UPGRADING 

Upgrading the BIOS is not normally required but may be necessary if changes are made to the 
unit's operating system, hard drive, or processor. All BIOS ROM upgrades are available directly 
(downloadable) fi^om Compaq ( http://www.compaq.com ). 

Flashing is generally done either locally (at the system) with a bootable diskette that contains the 
upgrade code. Compaq BIOS used on desktops and minitowers) support a network boot fiinction 
(described in the section 8.3.2). 

These systems include 64 KB of write -protected boot block ROM that provides a way to recover 
from a failed remote flashing of the system BIOS ROM. If the BIOS ROM fails the flash check, 
the boot block code provides the minimum amount of support necessary to allow booting the 
system from the diskette drive and re-flashing the system ROM with a ROMPAQ diskette. Note 
that if an administrator password has been set in the system the boot block will prompt for this 
password by illuminating the caps lock keyboard LED and displaying a message if video support 
is available. A PS/2 keyboard must be used during bootblock operation. 

Since video may not be available during the initial boot sequence the boot block routine uses the 
Num Lock, Caps Lock, and Scroll Lock LEDs of the PS/2 keyboard to communicate the status of 
the ROM flash as follows: 







Table 8-1. 








Boot Block Codes 




Num Lock 


Cap Lock 


Scroll Lock 




LED 


LED 


LED 


Meaning 


Off 


On 


Off 


Administrator password required. 


On 


Off 


Off 


Boot failed. Reset required for retry. 


Off 


Off 


On 


Flash failed. 


On 


On 


On 


Flash complete. 
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8.2.2 CHANGEABLE SPLASH SCREEN 

The splash screen (image displayed during POST) on desktops and minitowers is stored in the 
BIOS ROM and may be replaced with another image of choice by using the Image Flash utility 
(Flashi.exe). The Image Flash utility allows the user to browse directories for image searching and 
pre-viewing. Background and foreground colors can be chosen from the selected image's palette. 

The splash screen image requirements are as follows: 

♦ Format: Windows bitmap with 4-bit RLE encoding 

♦ Size: 424 (width) x 320 (height) pbcels 

♦ Colors: 16 (4 bits per pixel) 

♦ File Size: < 64 KB 

The Image Flash utility can be invoked at a command line for quickly flashing a known image as 
follows: 



>\Flashi.exe [lnnage_Filename] [Background_Color] [Foreground_Color] 



The utility checks to insure that the specified image meets the splash screen requirements listed 
above or it will not be loaded into the ROM. 
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8.3 BOOT FUNCTIONS 

The BIOS supports various functions related to the boot process, including those that occur during 
the Power On Self-Test (POST) routine. 



8.3.1 BOOT DEVICE ORDER 

The default boot device order is as follows: 

1 . CD-ROM drive (EL Torito CD images) 

2. Diskette drive (A) 

3. Hard drive (C) 

4. Network boot (desktop/minitower only) 
The order can be changed in the Setup utility. 



The Compaq BIOS run on desktops and minitowers supports booting the system to a network 
server. The function is accessed by pressing the F12 key when prompted at the lower right hand 
comer of the display during POST. Booting to a network server allows for such functions as: 

♦ Flashing a ROM on a system without a functional operating system (OS). 

♦ Installing an OS. 

♦ Installing an application. 



NOTE : The network boot function requires the installation of a compatible network 



8.3.2 NETWORK BOOT (F1 2) SUPPORT 




interface controller card. 
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8.3.3 MEMORY DETECTION AND CONFIGURATION 

This system uses the Serial Presence Detect (SPD) method of determining the installed DIMM 
configuration. The BIOS communicates with an EEPROM on each DIMM through the SMBus to 
obtain data on the following DIMM parameters: 

♦ Presence 

♦ Size 

♦ Type 

♦ Timing/CAS latency 

♦ PC133 capability 



NOTE: Refer to Chapter 3, "Processor/Memory Subsystem" for the SPD format and DIMM 
data specific to this system. 

The BIOS performs memory detection and configuration with the following steps: 

1 . Program the buffer strength control registers based on SPD data and the DIMM slots that are 
populated. 

2. Determine the common CAS latency that can be supported by the DIMMs. 

3 . Determine the memory size for each DIMM and program the GMCH accordingly. 

4. Enable refresh 

5. Determine if the memory configuration will allow for 133MHz memory operation and 
program the memory clock and GMCH (see note below) 



A NOTE: The presence of PC133-compliant DIMMS will be indicated by BIOS reading 75h 
from byte 9 and 64h or 85h from byte 126. For PCI 3 3 operation to occur the FSB of the 
processor must be running at 133 MHz and all installed DIMMs must be PC133-compliant 
and total no more than four "sides." Refer to Chapter 3 for more details on PC133 operation. 



8.3.4 BOOT ERROR CODES 



The BIOS provides visual and audible indications of a failed system boot by using the keyboard 
LEDs and the system speaker. The error conditions are as follows: 



Table 8-2. Boot Error Codes 


Visual [1] 


Audible 


Meaning 


Num Lock LED blinks 


1 short, 2 long beeps 


System memory not present or incompatible. 


Scroll Lock LED blinks 


2 long, 1 short beeps 


Hardware failure before graphics Initialization. 


Caps Lock LED blinks 


1 long, 2 short beeps 


Graphics controller not present or failed to 
initialize. 


Num, Caps, Scroll Lock LEDs 
blink 


1 long, 3 short beeps 


ROM failure. 


Num, Caps, Scroll Lock LEDs 


none 


Network service mode 


blink in sequence 







NOTE: 



[1] Provided with PS/2 keyboard only. 
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8.4 SETUP UTILITES 

There are two different Setup utilities; one used on the desktop/minitower systems and another 
used on microtower systems. 

8.4.1 DESKTOP/MINITOWER SETUP UTILITY 

On desktop and minitower systems the Setup utility is invoked when the FIO key is pressed 
during the time the FIO prompt is displayed in the lower right-hand comer of the screen during 
the POST routine. Highhghts of the Setup utility are described in the following table. 



Table 8-3. 

Desktop/Minitower Setup Utility Functions 

Heading Option Description 

File System Information Lists: 

Product name 

Processor type/speed/stepping 

Cache size (L1/L2) 

Installed memory size and frequency 

System ROM (includes family name and version) 

System board revision 

Chassis serial number 

Asset tracking number 

Integrated MAC for embedded, enabled NIC (if 
applicable) 



About 


Displays copyright notice. 


Set Time and Date 


Allows you to set system time and date. 


Save to Diskette 


Saves system configuration, including CMOS, to a 




blank, formatted 1 .44-MB diskette. 


Restore from Diskette 


Restores system configuration, including CMOS, 




from a diskette. 


Set Defaults and Exit 


Restores factory default settings, which includes 




clearing any established passwords. 


Ignore Changes and Exit 


Exits Computer Setup without applying or saving 




any changes. 



Save Changes and Exit Saves changes to system configuration and exits 
Computer Setup. 



Storage Device Configuration Lists all installed storage devices. The following 

options appear when a device is selected: 
Diskette Type (For legacy diskette drives only) 
Identifies the highest capacity media type accepted 
by the diskette drive. Options are 3.5" 1 .44 MB, 
3.5" 720 KB, 5.25" 1 .2 MB, 5.25" 360 KB, and Not 
Installed. 

Drive Emulation (LS-120 and ZIP drives only) 
Allows you to select a drive emulation type for a 
storage device. (For example, a Zip drive can be 
made bootable by selecting hard disk or diskette 
emulation.) 

Transfer lUlode (IDE devices only) 

Specifies the active data transfer mode. Options 

(subject to device capabilities) are PIG 0, Max PIG, 
Enhanced DMA, Ultra DMA 0, and Max UDMA. 

Continued 
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Table 8-3. Desktop/Minitower Setup Utility Functions Continued 



Heading 



Option 



Description 



Storage 
(continued) 



Device 

Configuration 

(continued) 



Storage Options 



A 



Translation Mode (IDE disks only) 
Lets you select the translation mode to be used for the 
device. This enables the BIOS to access disks partitioned 
and formatted on other systems and may be necessary for 
users of older versions of Unix (e.g., SCO Unix version 3.2). 

Options are BIt-Shlft, LBA Assisted, User, and None. 

CAUTION: Ordinarily, the translation mode 
selected automatically by the BIOS should not 
be changed. If the selected translation mode Is 
not compatible with the translation mode that 
was active when the disk was partitioned and 
formatted, the data on the disk will be 

Inaccessible. 

Translation Parameters (IDE Disks only) 
Allows you to specify the parameters (logical cylinders, 
heads, and sectors per track) used by the BIOS to translate 
disk I/O requests (from the operating system or an 
application) into terms the hard drive can accept. Logical 
cylinders may not exceed 1024. The number of heads may 
not exceed 256. The number of sectors per track may not 
exceed 63. These fields are only visible and changeable 

when the drive translation mode is set to User. 

Multisector Transfers (IDE ATA devices only) 

Specifies how many sectors are transferred per multi-sector 

PIO operation. Options (subject to device capabilities) are 

Disabled, 8, and 16. 

Quiet Drive (available on select drives onlyj 
Performance - Allows the drive to operate at maximum 
performance. 

Quiet (will not be displayed if not supported by drive)- 
Reduces noise from the drive during operation. When set to 
Quiet, the drive will not operate at maximum performance. 
Removable Media Boot 

Enables/disables ability to boot the system from removable 
media. 

Note: After saving changes to Removable Media Boot, the 
computer will restart. Turn the computer off, then on, 

manually. 

Removable Media Write 

Enables/disables ability to write data to removable media. 
Note: This feature applies only to legacy diskette, IDE LS-120 

Superdisk. and IDE PD-CD drives. 

Primary IDE Controller 

Allows you to enable or disable the primary IDE controller. 

Secondary IDE Controller 

Allows you to enable or disable the secondary IDE controller. 
Dlsl^ette MBR Validation 

Allows you to enable or disable strict validation of the diskette 
Master Boot Record (MBR). 

Note: If you use a bootable diskette image that you /<now to 
be valid, and it does not boot with Diskette MBR Validation 
enabled, you may need to disable this option in order to use 
the diskette. 



Continued 



Compaq Deskpro EX Series of Personal Computers 
Third Edition - October 2001 



8-7 



Chapters BIOS ROM 



Table 8-3. Desktop/Minitower Setup Utility Functions Continued 



Heading 



Option 



Description 



Storage 
(continued) 



DPS Self-Test 



Allows user to execute self-tests on IDE hard drives 
capable of performing the Drive Protection System 
(DPS) self-tests. 

Note: This selection will only appear when at least one 
drive capable of performing the IDE DPS self-tests Is 
attached to the system 



Boot Order 



Allows user to specify the order in which attached 
peripheral devices (such as diskette drive, hard drive, 
CD-ROIVI, or network interface card) are checked for a 
bootable operating system image. Each device on the 
list may be individually excluded from or included for 
consideration as a bootable operating system source. 
Note: MS-DOS drive lettering assignments may not 
apply after a non-MS-DOS operating system has started. 
To boot one time from a device other than the default 
device specified in Boot Order, restart the computer and 
press F9 when the F10=Setup message appears on the 
screen. When POST is completed, a list of bootable 
devices is displayed. Use the arrow keys to select a 
device and press the Enter key. 



Security 



Setup Password 



Allows user to set and enable setup (administrator) 
password. 

Note: If the setup password Is set, it is required to 
change Computer Setup options, flash the ROM, and 
make changes to certain plug and play settings under 
Windows. Also, this password must be set in order to 

use some Compaq remote security tools. 

See the Troubleshooting Guide for more information. 



Power-On Password 



Allows user to set and enable power-on password. 
See the Troublesfiooting Guide for more information. 



Password Options Allows user to: 

Enable/disable network server mode. 

Note: This selection will appear only if a power-on 

password Is set. 

Specify whether password Is required for warm boot 
(CTRL+ALT+DEL). 

Note: This selection is available only when Network 

Server Mode is disabled. 
See the Desl<top Management Guide for more 
information. 



Smart Cover 



Allows user to: 
Enable/disable the Smart Cover Lock 
Enable/disable Smart Cover Sensor. 
Notify User alerts the user that the sensor has 
detected that the cover has been removed. Setup 
Password requires that the setup password be 
entered to boot the computer If the sensor detects that 
the cover has been removed. 
Feature supported on select models only. Refer to the 
Desl<top Managennent Guide for more information. 



Continued 
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Table 8-3. Desktop/Minitower Setup Utility Functions Continued 



Heading Option 

Security Master Boot Record Security 

(continued) 



Save K/laster Boot Record 



Restore Master Boot Record 



Device Security 



Networl< Service Boot 



System IDs 



Description 

Allows user to enable or disable Master Boot 
Record (MBR) Security. When enabled, the BIOS 
rejects all requests to write to the MBR on the 
current bootable disk. Each time the computer is 
powered on or rebooted, the BIOS compares the 
MBR of the current bootable disk to the previously- 
saved MBR. If changes are detected, you are given 
the option of saving the MBR on the current 
bootable disk, restoring the previously-saved MBR, 
or disabling MBR Security. You must know the 
setup password, if one is set. 
Note: Disable MBR Security before intentionally 
changing the formatting or partitioning of the 
current bootable disk. Several disk utilities (such as 
FDISK and FORMAT) attempt to update the MBR. 
If MBR Security Is enabled and disk accesses are 
being serviced by the BIOS, write requests to the 
MBR are rejected, causing the utilities to report 
errors. If MBR Security is enabled and disk 
accesses are being serviced by the operating 
system, any MBR change will be detected by the 
BIOS during the next reboot, and an MBR Security 

warning message will be displayed. 

Saves a backup copy of the Master Boot Record of 
the current bootable disk. 
Note: Only appears if MBR Security is enabled. 
Restores the backup Master Boot Record to the 
current bootable disk. 

Note: Only appears if all of the following conditions 
are true: 

MBR Security is enabled 

A backup copy of the MBR has been previously 

saved 

The current bootable disk is the same disk from 
which the backup copy of the MBR was saved. 



Enables/disables serial, parallel, and USB ports 
and audio security. 



Enables/disables the computer's ability to boot from 
an operating system installed on a network server. 
(Feature available on NIC models only; the network 
controller must reside on the PCI bus or be 

embedded on the system board.) 

Allows user to set: 
Asset tag (16-byte identifier) and Ownership Tag 
(80-byte identifier displayed during POST) - 
Refer to the Desktop Management guide for 
more information 
Chassis serial number or Universal Unique 
Identifier (UUID) number - If current number is 
invalid (these ID numbers are normally set in the 
factory and are used to uniquely identify the 
system) 

Keyboard locale setting (e.g., English or 
German) for System ID entry. 

Continued 
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Table 8-3. Desktop/Minitower Setup Utility Functions Continued 

Heading Option Description 

Power Energy Saver Allows user to set the energy saver mode 

(advanced, disable, or minimal). 
Note: In the minimal energy saver mode setting, the 
hard drive and system do not go into energy saver 
mode, but the setting allows you to press the power 
button to suspend the system. 
This option is not available under ACPI-enabled 

operating systems. 

Timeouts Allows user to disable or manually select timeout 

values for the system and/or all attached IDE hard 
drives. 

Note: This option has no effect under ACPI-enabled 
operating systems. This selection will only appear 

when energy saver mode is set to advanced. 

Energy Saver Options Allows user to set: 

Power button configuration (on/off or sleep/wal<e) 
under 

APM-enabled operating systems 
Power LED blink in suspend mode 
(enable/disable). This option is not available under 
ACPI-enabled operating systems. 
Note: Energy Saver Options will not appear if the 

energy saver mode is disabled. 

Allows user to set: 
POST mode (QuickBoot, FuiiBoot, or FuiiBoot 
every 1-30 
days) 

POST messages (enable/disable) 
Safe POST (enable/disable) 
F10 prompt (enable/disable) 
F12 prompt (enable/disable) 
Option ROiVI prompt (enable/disable) 
Remote wakeup boot sequence (remote 
server/local hard drive) 

UUiD (Universal Unique Identifier) (enable/disable) 



Advanced Power-On Options 

(Advanced 

users only) 



Onboard Devices Allows you to set resources for or disable onboard 

system devices (diskette controller, serial port, 

parallel port). 

PCI Devices Lists currently installed PCI devices and their IRQ 

settings. 

Allows you to reconfigure IRQ settings for these 
devices or to disable them entirely. 

Continued 



8-10 Compaq Deskpro EX Series of Personal Computers 

Third Edition - October 2001 



Technical Reference Guide 



Table 8-3. Desktop/Minitower Setup Utility Functions Continued 



Heading Option Description 

Advanced Bus Options Allows user to enable or disable: 

(continued) PCI bus mastering, which allows a PCI device 

to take control of the PCI bus 
PCI VGA palette snooping, which sets the VGA 
palette snooping bit in PCI configuration 
space; this is only needed with more than 
one graphics controller installed 

PCI SERR# Generation. 

Device Options Allows user to set: 

Printer mode (bi-directional, EPP & ECP, 

output only) 
Num Lock state at power-on (off/on) 
PME (power management event) wakeup 

events (enable/disable) 
Processor cache (enable/disable) 
Processor Number (enable/disable) for Pentium 

III processors. 
ACPI S3 support (enable/disable). S3 is an 
ACPI (advanced configuration and power 
interface) sleep state that some add-in 
hardware options may not support. 
AGP Aperture size (options vary depending on 
platform) allows you to modify the size of 

your AGP aperture size window. 

PCI VGA Configuration Appears only if there are multiple PCI video 

adapters in the system. Allows users to specify 
which VGA controller will be the "boot" or primary 
VGA controller. 
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8.4.2 MICROTOWER SETUP UTILITY 

The setup utility used in the AMI BIOS of the microtower system is invoked by pressing the 
<Delete> key when so prompted during the boot routine. The Setup utility will then display the 
main menu as shown below: 



flMIBIOS HIFLEN SETUP UTILITY - UERSIUN 1.23 
(C)1999 Anerican Megatrends, Inc. All Rights Reserued 




ESC:Exit t4.:Sel F2/F3:Coloi' F1B: Saue & Exit 



The user selects the submenu and affects changes as desired. The user may then either save the 
changes and exit the utility or exit without saving the changes. Configuration options are similar 
to those available for the desktop and minitower. The following subsections highlight unique 
aspects of the AMI BIOS Setup utihty. 



A NOTE: Systems are shipped using a default configuration that provides the highest 
performance with the least possibility of conflicts. Disabling Plug-n-Play functionahty 
and manually configuring the system should be attempted only by those very familiar 
with PC design and operation. 
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8.4.2.1 Standard CMOS Setup 

The Standard CMOS Setup menu allows the user to change the following aspects: 

♦ Time and date 

♦ Diskette drive type ("1 .44 MB" default) 

♦ Primary and secondary master/slave hard drive type ("Auto" default) 



8.4.2.2 Advanced CMOS Setup 

The Advanced CMOS Setup menu allows the user to change the following aspects: 

♦ r', 2"'', and S"* order boot device ("CD, diskette, and hard drive" respective default) 

♦ Numlock boot status ("On" default) 

♦ Password check ("Setup" default). If set to "Always" then the Supervisor password will act as 
both the Power-On and Supervisor passwords. 

♦ BIOS ROM cacheing ("Disabled" default, see following text) 

♦ BIOS ROM shadowing ("Disabled" default see following text) 

The user has the option of "shadowing" two 64K portions (COOO/DOOO) of BIOS ROM into the 
system memory (SDRAM) and also making these portions cacheable. Shadowing the BIOS ROM 
may provide increased performance but increases the risk of conflict with a peripheral's option 
ROM (BIOS) that may be using the same memory space. The default for ROM shadowing is 
disabled. 



8.4.2.3 Advanced Chipset Setup 

The Advanced Chipset Setup menu allows the user to change the following aspects: 

♦ USB KB/mouse legacy support ("Enabled" default) 

♦ Display cache window size ("64 MB" default) 
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8.4.2.4 Power Management Setup 

The Power Manageement Setup menu allows the user to change the following aspects: 

♦ Restore on AC/Power Loss 

Power Off: When power is restored, the system will remain off, regardless of 
the system's state when power was lost. 

Power On: When power is restored, the system will boot to the operating system, 
regardless of the system's state when power was lost. 

Last State (default): When power is restored, the system will assume the state 
at the time power was lost (either booted up or powered off). 

♦ Resume on LAN header ("Disabled" default). This enables/disables the system's ability to 
boot up as initiated by a network card through the WOL header. 

♦ Resume on RTC alarm ("Disable" default). This option allows the system to be set to boot up 
when the RTC reaches a particular pre-programmed time. 

♦ RTC alarm date/hour/minute/second. Value used for Resume on RTC alarm 



8.4.2.5 PCI / Plug and Play Setup 

The PCI/Plug and Play Setup menu allows the user to change the following aspects: 

♦ Plug and Play aware O/S ("Yes" default). All systems are shipped with PnP-aware operating 
systems that provide optimum performance for most environments. Setting this option to 
"No" disables PnP functionality and should only be so set by knowledgeable personnel 
customizing a system for a particular application. 

♦ Clear NVRAM ("No" default). If set to "Yes" the Extended System Configuration Data 
(ESCD) stored in NVRAM (also known as "extended CMOS") will be cleared and re-written 
on the next boot cycle. This action maybe required if the system fails to boot successfully 
after a peripheral device has been installed. 

♦ PCI VGA palette snoop ("Disabled" default). If a graphics adapter is installed in a PCI slot 
(to drive a second monitor) then this option should be enabled. 

♦ Allocate IRQ to PCI VGA ("Yes" default) 

♦ INI VGA if PCI present ("Disabled" default). If a PCI graphics adapter is installed to replace 
the GMCH-based graphics, then leave "Disabled." If a PCI graphics adapter is installed to 
supplement the GMCH-based graphics, then set to "Enabled." 

♦ DMA Channel 0-7 ("PnP" default) 

♦ IRQ3, 4 ("PCI/PnP" default) 

♦ IRQ5 ("ISA/EISA" default) 

♦ IRQ7, 9-11,14 ("PCI/PnP" default) 
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8.4.2.6 Peripheral Setup 

The PCI/Plug and Play Setup menu allows the user to change the following aspects: 

♦ Onboard audio ("Enabled" default) 

♦ Onboard IDE ("Both" default) 

♦ Onboard FDC ("Auto" default) 

♦ Onboard serial port A ("Auto" default) 

♦ Onboard parallel port ("Auto" default) 

♦ Parallel port mode ("ECP" default) 

♦ Onboard MIDI port address ("330" default) 

♦ MIDI IRQ select ("9" default) 

♦ Onboard game port address ("200" default) 



8.4.2.7 Change Supervisor Password Setup 

The Change Supervisor Password Setup menu allows the user to enable/change the supervisor 
password, which is used to protect the Setup configuration. The default is no password. Once set, 
the user must enter the password to change parameters in the Setup utility. 

To use the Supervisor password as both the Power-On and Supervisor password: 

1 . Go to the Advanced CMOS Setup menu. 

2. Highlight the "Password Check" parameter and select the "Always" option. 



8.4.2.8 Auto Configuration with Optimal Settings Setup 

The Auto Configuration with Optimal Settings Setup menu allows the user to load the CMOS 
with the parameter values that provide optimum performance. Note that these values are the 
factory defaults. This function can be invoked anytime a system's efficiency and/or configuration 
is in question. 



8.4.2.9 Save Settings and Exit Screen 

This screen allows the user to save all parameter changes made during the session and then exit 
the Setup utility. 



8.4.2.10 Exit without Saving Screen 

This screen allows the user to exit the Setup utility without saving any changes made during the 
session. 
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8.5 CLIENT MANAGEMENT FUNCTIONS 

Table 8-4 lists the client management BIOS functions supported by the desktop and minitower 
systems. These functions, designed to support intelligent manageability applications, are Compaq 
BIOS-specific unless otherwise indicated. 



Table 8-4. 

Client Management Functions (INT15) 



AX 


Function 


Mode 


E800h 


Get system ID 


Real, 16-, & 32-bit Prot. 


E813h 


Get monitor data 


Real, 16-, &32-blt Prot. 


E814h 


Get system revision 


Real, 16-, & 32-bit Prot. 


E816h 


Get temperature status 


Real, 16-, & 32-bit Prot. 


E817h 


Get drive attribute 


Real 


E818h 


Get drive off-line test 


Real 


E819h 


Get cliassis serial number 


Real, 16-, &32-blt Prot. 


E820h [1] 


Get system memory map 


Real 


E81Ah 


Write chassis serial number 


Real 


E81Bh 


Get hard drive threshold 


Real 


E81Eh 


Get hard drive ID 


Real 


E827h 


DIMM EEPROM Access 


Real, 16-, & 32-bit Prot. 



NOTE: 



[1] Industry standard function. 

All 32-bit protected-mode functions are accessed by using the industry-standard BIOS32 Service 
Directory. Using the service directory involves three steps: 

1 . Locating the service directory. 

2. Using the service directory to obtain the entry point for the chent management functions. 

3. Calling the chent management service to perform the desired function. 

The BIOS32 Service Directory is a 16-byte block that begins on a 16-byte boundary between the 
physical address range of OEOOOOh-OFFFFFh. The format is as follows: 



Offset 


No. Bvtes 


Description 


OOh 


4 


Service identifier (four ASCII characters) 


04h 


4 


Entry point for the BIOS32 Service Directory 


08h 


1 


Revision level 


09h 


1 


Length of data structure (no. of 16-byte units) 


OAh 


1 


Checksum (should add up to OOh) 


OBh 


5 


Reserved (all Os) 
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To support Windows NT an additional table to the BIOS32 table has been defined to contain 32- 
bit pointers for the DDC locations. The Windows NT extension table is as follows: 



; Extension to BIOS SERVICE directory table (next paragraph) 



db 


"320S" 


sig 


db 


2 


number of entries in table 


db 


"$DDC" 


DDC POST buffer sig 


dd 


? 


32-bit pointer 


dw 


? 


byte size 


db 


"$ERB" 


ESCD sig 


dd 


? 


32-bit pointer 


dw 


? 


bytes size 



The service identifier for client management functions is "$CLM." Once the service identifier is 
found and the checksum verified, a FAR call is invoked using the value specified at offset 04h to 
retrieve the CM services entry point. The following entry conditions are used for calling the 
Desktop Management service directory: 



INPUT: 

EAX = Service Identifier [$CLM] 

EBX(31..8) = Reserved 

EBX (7..0) = IVIust be set to OOh 

OS = Code selector set to encompass the physical page holding 

entry point as well as the immediately following physical page. 

It must have the same base. CS is execute/read. 
DS = Data selector set to encompass the physical page holding 

entry point as well as the immediately following physical page. 

It must have the same base. DS is read only. 
SS = Stack selector must provide at least 1K of stack space and be 32-bit. 

(I/O permissions must be provided so that the BIOS can support as necessary) 



OUTPUT: 

AL = Return code; 

OOh, requested service is present 

80h, requested service is not present 

81 h, un-implemented function specified in BL 

86h and CF=1 , function not supported 
EBX = Physical address to use as the selector BASE for the service 

ECX = Value to use as the selector LIMIT for the service 

EDX = Entry point for the service relative to the BASE returned in EBX 



The following subsections provide a brief description of key Ghent Management functions. 
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8.5.1 SYSTEM ID AND ROM TYPE 

Compaq BIOS includes the INT 15, AX=E800h BIOS function to identify the type of system. 
This function will return the system ID in the BX register. The desktop and minitower systems 
have the following ID and ROM family type: 



System 


System ID 


Compaq ROM Family 


Deskpro EX Desktop or Minitower 


06C4h 


686P0 



The ROM family and version numbers can be verified with the Setup utility, the Compaq Insight 
Manager or Compaq Diagnostic apphcations. 



8.5.2 EDID RETRIEVE 



The Compaq BIOS function INT 15, AX=E813h is a tri-modal call that retrieves the VESA 
extended display identification data (EDID). Two subflinctions are provided: AX=E813h BH=00h 
retrieves the EDID information while AX=E813h BH=01h determines the level of DDC support, 
input: 

AX =E813li 

BH = 00 Get EDiD . 

BH = 01 Get DDC support ievei 

if BH = 00 then 

DS:(E)Si = Pointer to a buffer (128 bytes) wiiere ROM wiil return biock 
if 32-bit protected mode ttien 
DS:(E)Si = Pointer to $DDC iocation 

Output: 
(Successful) 

if BH = 0: 

DS:SI=Buffer with EDID file. 
CX = Number of bytes written 
CF =0 

AH =00h Completion of command 
IfBH =1: 

BH = System DDC support 
<0>=1 DDC1 support 
<1>=1 DDC2 support 
BL = Monitor DDC support 
<0>=1 DDC1 support 
<1>=1 DDC2 support 
<2>=1 Screen blanked during transfer 

CF = 1 
AH = 86h or 87h 



(Failure) 
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8.5.3 TEMPERATURE STATUS 

The Compaq BIOS includes a function (INT 15, AX=E816h) to retrieve the status of a system's 
interior temperature. This function allows an apphcation to check whether the temperature 
situation is at a Normal, Caution, or Critical condition. 



8.5.4 DRIVE FAULT PREDICTION 

The Compaq BIOS directly supports Drive Fault Prediction for IDE-type hard drives. This feature 
is provided through two Client Management BIOS calls. Function INT 15, AX=E817h is used to 
retrieve a 512-byte block of drive attribute data while the INT 15, AX=E81Bh is used to retrieve 
the drive's warranty threshold data. If data is retumed indicating possible failure then the 
following message is displayed: 

"1720-SMART Hard Drive detects imminent failure" 



8.6 PNP SUPPORT 

The BIOS includes Plug 'n Play (PnP) support for PnP version l.OA. Table 8-5 hsts the PnP 
functions supported. 





Table 8-5. 




PnP BIOS Functions 


Function 


Register 


OOh 


Get number of system device nodes 


01h 


Get system device node 


02h 


Set system device node 


03h 


Get event 


04h 


Send message 


50h 


Get SIVIBIOS Structure Information 


51h 


Get Specific SiVlBiOS Structure 



The BIOS call INT 15, AX=E841h, BH=01h can be used by an application to retrieve the default 
settings of PnP devices for the user. The apphcation should use the following steps for the display 
function: 

1. Call PnP function 01 (get System Device Node) for each devnode with bit 1 of the control flag 
set (get static configuration) and save the results. 

2. Call INT 15, AX=E841h, BH=01h. 

3. Call PnP "Get Static Configuration" for each devnode and display the defaults. 

4. If the user chooses to save the configuration, no further action is required. The system board 
devices will be configured at the next boot. If the user wants to abandon the changes, then the 
apphcation must call PnP function 02 (Set System Device Node) for each devnode (with bit 1 
of the control flag set for static configuration) with the results from the calls made prior to 
invoking this function. 
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8.6.1 SMBIOS 

In support of the DMI specification the PnP functions 50h and 51h are used to retrieve the 
SMBIOS data. Function 50h retrieves the number of structures, size of the largest structure, and 
SMBIOS version. Function 51h retrieves a specific structure. This system supports SMBIOS 
version 2.3.1 and the following structure types: 



Type 


Data 


0 


BIOS Information 


1 


System Information 


3 


System Enclosure or Chassis 


4 


Processor Information 


7 


Cache Information 


8 


Port Connector Information 


9 


System Slots 


13 


BIOS Language Information 


15 


System Event Log Information 


16 


Physical Memory Array 


17 


Memory Devices 


19 


Memory Array Mapped Addresses 


20 


Memory Device Mapped Addresses 


31 


Boot Integrity Service Entry Point 


32 


System Boot Information 



128 OEM Defined Structure with Intel Alert-On-LAN (AOL) hiformation 




NOTE: System information on these systems is handled exclusively through the 
SMBIOS. The System Information Table (SIT) method (and it's associated BIOS 
functions) used on previous systems is no longer supported. 
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8.7 POWER MANAGEMENT FUNCTIONS 

The BIOS ROM provides three types of power management support: independent PM support; 
APM support, and ACPI support. 



8.7.1 INDEPENDENT PM SUPPORT 

The BIOS can provide power management (PM) of the system independently from an operating 
system that doesn't support APM (including DOS, Unix, NT & older versions of OS/2). In the 
Independent PM environment the BIOS and hardware timers determine when to switch the system 
to a different power state. State switching is not reported to the OS. 



8.7.1.1 Staying Awake In Independent PM 

There are two "Time-out to Standy" timers used in independent PM: the System Timer 
and the IDE Hard Drive Timer. 



System Timer 

In POST, the BIOS enables a timer in the ICH that generates an SMI once per minute. When the 
BIOS detects the SMI it checks status bits in the ICH for device activity. If any of the device 
activity status bits are set at the time of the 1 -minute SMI, BIOS resets the time-out minute 
countdown. The system timer can be configured through the Setup utility for counting down 0, 5, 
10, 15, 20, 30, 40, 50, 60, 120, 180, or 240 minutes. The following devices are checked for 
activity: 

♦ Keyboard 

♦ Mouse 

♦ Serial port(s) 

♦ Parallel port 

♦ IDE primary controller 

NOTE: The secondary controller is NOT included. This is done to support auto- 
sense of a CD-ROM insertion (auto-run) in case Windows or NT is running. 
Note also that SCSI drive management is the responsibility of the SCSI driver. 
Any IDE hard drive access resets the hard drive timer. 

IDE Hard Drive Timer 

During POST, an inactivity timer each IDE hard drive is set to control hard drive spin down. 
Although this activity is independent of the system timer, the system will not go to sleep until the 
primary IDE controller has been inactive for the system time-out time. The hard drive timer can 
be configured through the Setup utility for being disabled or counting down 10, 15, 20, 30, 60, 
120, 180, or 240 minutes, after which time the hard drive will spin down. 



Compaq Deskpro EX Series of Personal Computers 
Third Edition - October 2001 



8-21 



Chapters BIOS ROM 



8.7.1.2 Going to Sleep in Independent PM 

When a time-out timer expires, Standby for that timer occurs. 

System Standby 

When the system acquires the Standby mode the BIOS performs two duties: 

1 . Blanks the screen. 

2. Turns off Vsync (to reduce CRT heater vohage). 

Since the hard drive inactivity timer is in the drive and triggered by drive access, the system can 
be in Standby with the hard drives still spinning (awake). 



During hard drive standby the platters stop spinning. Depending on drive type, some hard drives 
will also cut power to some of the drive electronics that are not needed. The drives can be in this 
state with the system still awake. 



8.7.1.3 Suspend 

Suspend is not supported in the Independent PM mode. 



8.7.1.4 System OFF 

When the system is turned Off but still plugged into a live AC outlet the NIC, ICH2, and I/O 
components continue to receive auxiliary power in order to power-up as the result of a Magic 
Packet^M being received over a network. Some NICs are able to wake up a system from Standby 
in PM, most require their Windows/NT driver to reset them after one wake-up. 



8.7.1.5 Waking Up in Independent PIVI 

Activity of either of the following devices will cause the system to wake up with the screen 
restored: 

♦ Keyboard 

♦ Mouse (if driver installed) 

The hard drive will not spin up until it is accessed. Any hard drive access will cause it to wake up 
and resume spinning. Since the BIOS returns to the currently running software, it is possible for 
the drive to spin up while the system is in Standby with the screen blanked. 
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8.7.2 ACPI SUPPORT 

This system meets the hardware and firmware requirements for being ACPI compliant. 
This system supports the following ACPI functions: 

♦ PM timer 

♦ Power button 

♦ Power button override 

♦ RTC alarm 

♦ Sleep/Wake logic (SI, S3, S4 (Windows 2000), S5) 

♦ CI state (Halt) 

♦ PCI Power Management Event (PME) 



8.7.3 APM 1.2 SUPPORT 

Advanced Power Management (APM) is an extension of power management. In APM, the 0/S 
decides when a transition to another power state should occur. If transitioning to Standby or 
Suspend, it notifies all APM-aware drivers requesting approval for the state change. If all drivers 
approve (the BIOS is not involved in this process) each driver is instructed to go to that state, then 
the BIOS is told to go to that state. All versions of Windows, later versions of OS/2 and Linux 
support APM. The BIOS ROM for these systems support APM 1 .2 

The APM functions are initialized when the 0/S loads. An INT 15h call is made to see if APM is 
supported by the BIOS, and at what level (1 .0, 1 . 1 or 1 .2). After that, the O/S gets a 32-bit address 
from the BIOS ROM so it can subsequently make 32 bit protected mode calls to access the 
different APM functions in the ROM. 

Table 8-6 lists all the APM calls that the O/S can make to the BIOS. These functions are the major 
difference between PM and APM. 
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Table o-o. 




APM BIOS Functions 


APM BIOS Function 


Description 


APM Installation Ciieck 


Allows the 0/S to determine if the system's BIOS supports 




the APM functionality and if so, which version of the 




specification it supports. The APM version number 




returned from this call is the highest level of APM 




supported by the BIOS. 


APM Rsal Mods intsrfacs 


Establishes the cooperative interface between the 0/S and the 


Connect 


BIOS. The BIOS provides OEM-defined power management 




functionality before the interface is established. Once the interface 




is established, the BIOS and the 0/S Driver coordinate power 




management activities. The BIOS rejects an interface connect 




request if any real or protected mode connection already exists. 


APIVI Protected Mode 16-bit 


Initializes the 16-bit protected mode interface between the 0/S and 




the BIOS. This interface allows a protected mode caller to invoice 




the BIOS functions without first switching into real or virtual-86 




mode. This function must be Invoiced in real mode. This is not 




currently used by any O/S. 


APM Protected Mode 32-bit 


Unitializes the 32-bit protected mode interface between the O/S and 




the BIOS. This interface allows a protected mode O/S to invoke the 




BIOS functions without the need to first switch into real or virtual-86 




mode. This function must be invoked in real mode. 


APM Interface Disconnect 


Breaks the cooperative connection between the BIOS and the O/S, 




and returns control of the power management policy to the BIOS. 




Power management parameter values (timer values, enable/disable 




settings, etc.) in effect at the time of the disconnect remain in effect. 


CPU Idle 


The O/S uses this call to tell BIOS that the system is idle. 


CPU Busy 


Informs the BIOS that the O/S has determined that the system is 




now busy. The BIOS should restore the CPU clock rate to full 




speed. 


Set Power State 


Sets the system or device specified in the power device ID into the 




requested power state. 


Enable/Disable Power 


Enables or disables all APM BIOS automatic power management. 


Management 


When disabled, the BIOS does not automatically power manage 




devices, enter the Standby State, enter the Suspend State, or take 




power saving steps in response to CPU Idle calls. 


Restore Power-On Defaults 


Re-initializes all power-on defaults. 


Get Power Status 


This call returns the system current power status. 


Get PM Event 


Returns the next pending PM event, or indicates if no PM events 




are pending. 


Get Power State 


Returns the device power state when a specific device ID is used. 


Enable/Disable Device PM 


Enables or disables APM BIOS automatic power management for a 




specified device. When disabled, the APM BIOS does not 




automatically power manage the device. 


APM Driver Version 


The 0/S uses this call to indicate its level of APM support to the 




BIOS. The BIOS returns the APM connection version number. 


Engage/Disengage PM 


Engages or disengages cooperative power management of the 




system or device. 


Get Capabilities 


Returns the features which this particular APM 1 .2 BIOS 




implementation supports. 


Get/Set/Disable Resume 


This call gets, sets, or disables the system resume timer. 


Timer 




Enable/Disable Resume on 


Enables or disables the system's resume on ring indicator 


Ring 


functionality. It also returns the enabled/disabled status. 


Enable/Disable Timer Based 


Enables or disables the BIOS's generation of global Standby and 


Request 


global Suspend requests based on Inactivity timers. 



8.7.3.1 Staying Awake in APM 

There are two "Time-out to Standby" timers used in APM: the System Timer and the IDE 
had Drive Timer. 
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System Timer 

In POST, the ROM enables a timer in the ICH that generates an SMI once per minute. 
When the ROM gets the SMI it checks status bits in the ICH for activity at any of the 
following devices: 

♦ Keyboard 

♦ Mouse 

♦ Serial port(s) 

♦ Parallel port 

♦ IDE primary controller 



A NOTE: The secondary controller is NOT included in order to support auto- 
sense of a CD-ROM insertion (auto-run) in case Windows or NT is running. 
Note also that management of SCSI drives is the responsibility of the SCSI 
driver. Any IDE hard drive access resets the hard drive timer. 



If any of the activity status bits are set when the ROM gets the 1 -minute SMI, it resets its 
time-out minute countdown according to the value (0 (default), 5, 10, 15, 20, 30, 40, 50, 
60, 120, 180, or 240 minutes) selected in the Setup utility (FIO). 



IDE Hard Drive Timer 

During POST, an inactivity timer in the IDE hard drive controller is set to control hard 
drive spin down. This activity is independent of the system timer. The BIOS will not 
inform the 0/S that it is time to go to sleep until there has been no IDE primary activity 
for the system time-out time. The IDE hard drive will spin down when its timer expires 
according to the countdown time (0 (disabled), 10, 15, 20, 30, 60, 120, 180, or 240 
minutes) selected in the Setup utility (FIO). 



A NOTE: The 0/S (Win98 and later) can use the "Enable/Disable Timer Based Request" 
APM BIOS call to disable the system timer the BIOS uses so that the 0/S can have direct 
control of the timing. 
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8.7.3.2 Going to Sleep in APM 

There are three levels of system sleep in APM: System/Hard Drive Standby, System 
Suspend, and System Off. 



System/Hard Drive Standby 

System Standby is achieved only by a system timer time-out, at such time the following 
occurs: 

1 . All APM-aware device drivers put their respective devices into "Device Standby." 

2. The O/S makes a BIOS call to go into System Standby. 



NOTE: The BIOS ROM of these systems will not turn the fan(s) off as on previous 



If the hard drive timer times out due to inactivity the hard drive motor stops spinning the 
platters. Dependmg on drive type, some drives can cut power to some of the drive 
electronics that are not needed during standby. The drive(s) can be in this state with the 
system still awake. Since the hard drive timer is in the hard drive controller and triggered 
by drive access, the system can be in Standby with the hard drive(s) still spinning 



System Suspend 

System Suspend is invoked by pressing and releasing the power switch in under four 
seconds (pressing and holding the switch longer that four seconds will turn the system 
off).. The system does not time-out from Standby into Suspend. 

Upon invoking Suspend, the following actions occur: 

1 . All APM-aware device drivers put their associated devices into "Device Standby." 

2. The O/S makes a BIOS call to go into Standby, and the BIOS: 

a. Spins down the IDE drives 

b. Halts the processor. The processor remains halted until the next 55ms tick from 



c. At the 55ms tick of the RTC the processor executes a BIOS routine to check to 
see if anything has happened to wake the system up. If not, the processor is 
halted again. 

d. Steps B and C are repeated until a wake-up event occurs. 



systems). 



(awake). 



the RTC. 




NOTE: These systems will not turn the fan(s) off as in previous systems. 
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System OFF 

There are two ways to turn the system off: 

1 . Press and hold the power button for longer than 4 seconds (not recommended unless 
absolutely necessary). 

2. Software shut-down as directed by the O/S. This, being the normal procedure, allows 
a NIC driver to re-arm the NIC for a Magic Packet™. 



8.7.3.3 Waking Up in APIVl 

Any of the following activities will cause the system to wake up: 

♦ Keyboard 

♦ Mouse 

♦ Ring Indicate 

♦ RTC alarm 

♦ Magic Packet 

The hard drive will not spin up until it is accessed. Any hard drive access will cause it to 
wake up and resume spinning. Since the BIOS returns to the currently running software, 
it is possible for the drive to spin up while the system is in Standby with the screen 
blanked. 



8.8 USB LEGACY SUPPORT 

The BIOS ROM checks the USB port, during POST, for the presence of a USB keyboard. This 
allows a system with only a USB keyboard to be used during ROM-based setup and also on a 
system with an OS that does not include a USB driver. 

On such a system a keystroke will generate an SMI and the SMI handler will retrieve the data 
from the device and convert it to PS/2 data. The data will be passed to the keyboard confroller and 
processed as in the PS/2 interface. Changing the delay and/or typematic rate of a USB keyboard 
though BIOS function INT 16 is not supported. 
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Appendix A 

ERROR MESSAGES AND CODES 



A.1 INTRODUCTION 

This appendix lists the error codes and a brief description of the probable cause of the error. 



A NOTE: Errors listed in this appendix are applicable only for systems running Compaq 
BIOS. Error codes for systems using other (third party) BIOS are listed in a succeeding 
appendix. 



A NOTE: Not all errors listed in this appendix may be applicable to a particular system 
model and/or configuration. 



A.2 BEEP/KEYBOARD LED CODES 



Table A-1. 

Beep/Keyboard LED Codes 



Beeps 


LED [1] 


Probable Cause 


1 short, 2 long 


NUM lock blinking 


Base memory failure. 


1 long, 2 short 


CAP lock blinking 


Video/graphics controller failure. 


2 long, 1 short 


Scroll lock blinking 


System failure (prior to video initialization). 


1 long, 3 short 


(None) 


Boot block executing 


None 


All three blink in sequence 


Keyboard locked in network mode. 


None 


NUM lock steady on 


ROMPAQ diskette not present, bad, or drive not 

ready. 


None 


CAP lock steady on 


Password prompt. 


None 


All three blink together 


ROM flash failed. 


None 


All three steady on 


Successful ROM flash. 


NOTE: 



[1] PS/2 keyboard only. 
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A.3 POWER-ON SELF TEST (POST) MESSAGES 





Table A-2. 


Power-On Self Test (POST) Messages 


Error Message 


Probable Cause 


Invalid Electronic Serial Number 


Chassis serial number is corrupt. Use Setup to enter a valid number. 


Network Server Mode Active (w/o 


System is in network mode. 


kybd) 




101 -Option ROM Checksum Error 


A device's option ROM has failed/is bad. 


102-system Board Failure 


Failed ESCD write, A20, timer, or DMA controller. 


1 50-Saf e POST Active 


An option ROM failed to execute on a previous boot. 


1fi2-Sv<;tpm Onfinn<; Not Ret 


Invallrl rhppkQi im RTO InQt nnwpr nr invalir! pnnfiniirjitinn 

1 1 1 V dl lU v.. I ICuiXOU 1 II, III \J ll_/OL k./l../VVd, \i\ IIIVullU viVJIIIIUUI QLIUI 1 . 


1fi?-Timp & Datp Not Spt 

1 \J\J 1 IIIIC U L-* CI LCI/ IMWl 


Dfltp flnri timp infnrmjitinn in OMOR nnt v^llH 

La^dlC Cll lU Lll 1 IC II IIVJI 1 1 IdLI!..'! 1 II 1 \_/IVI\_/\_^ lO 1 \\J\. VdllU. 


1 fi4.-Mpmnr\/ ^i7P Prrnr 
1 ivici 1 lui y '•jit-Kj 1 1 1 ui 


IvICIIILfiy lido UCd 1 dtJUCU Lfl ICIIILfvCVJ. 


1 ivim 1 lui y ^1 1 ui 


iviciiiuiy LcoL idimu. 


^ 1 o lilOUIIipaUUIc Ivleiliury IVIUUUIc 


Diwo ucicCicQ insidiico uiMM^sj do Deing noi compaiiDie. 


^ 1 0 Ivlciliury Ol^c CXUccUb IVIaX 


insidiieQ memory excccus ine maxiniurii suppuneo oy ine sysrem. 


oU 1 -KeyDoara error 


Keyboard interface test failed (improper connection or stuck key). 


303-Keyboard Controller Error 


Keyboard buffer failed empty (8042 failure or stuck key). 


ou^ ixeyDOara/oysiem unii error 


l< rrt n 1 1'/.^ 1 1 Q r foilort oqIt tort 

r\eyDoara coniroiier laiieo seii-iesi. 


404-Parallel Port Address Conflict 


Current parallel port address is conflicting with another device. 


510-Slpash Image Corrupt 


Corrupted splash screen image. Restore default image w/ROMPAQ. 


601 -Diskette Controller Error 


Diskette drive removed since previous boot. 


91 2-Computer Cover Removed 


Cover (hood) removal has been detected by the Smart Cover 


Since Last System Start Up 


Sensor. 


91 7-Expansion Riser Not Detected 


Expansion (backplane) board not seated properly. 


1720-SMART Hard Drive Detects 


SMART circuitry on an IDE drive has detected possible equipment 


Imminent Failure 


failure. 


1721 -SMART SCSI Hard Drive 


SMART circuitry on a SCSI drive has detected possible equipment 


Detects Imminent Failure 


failure. 


1801 -Microcode Patch Error 


A processor is installed for which the BIOS ROM has no patch. 




Check for ROM update. 


1998-Master Boot Record Backup 


Backup copy of the hard drive master boot record is corrupted. Use 


Has Been Lost 


Setup to restore the backup from the hard drive. 


1999-Master Boot Record Has 


If Master Boot Record Security is enabled, this message indicates 


Changed. Press Any Key To Enter 


that the MBR has changed since the backup was made. 


Setup to Restore the MBR. 




2000-Master boot Record hard drive 


The hard drive has been changed. Use Setup to create a backup of 


has changed 


the new hard drive. 
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A.4 SYSTEM ERROR MESSAGES (1 xx-xx) 



Table A-3. 





System Error 


Messages 




Message 


Probable Cause 


Message 


Probable Cause 


101 


Option ROM error 


110-01 


Programmable timer load data test failed 


102 


System board failure (see note) 


110-02 


Programmable timer dynamic test failed 


103 


System board failure 


110-03 


Program timer 2 load data test failed 


104-01 


Master int. cntlr. test fialed 


111-01 


Refresh! detect test failed 


104-02 


Slave int. cntlr. test failed 


112-01 


Speed test Slow mode out of range 


104-03 


Int. cntlr. SW RTC inoperative 


112-02 


Speed test Mixed mode out of range 


105-01 


Port 61 bit <6> not at zero 


112-03 


Speed test Fast mode out of range 


105-02 


Port 61 bit <5> not at zero 


112-04 


Speed test unable to enter Slow mode 


105-03 


Port 61 bit <3> not at zero 


112-05 


Speed test unable to enter Mixed mode 


105-04 


Port 61 bit <1 > not at zero 


112-06 


Speed test unable to enter Fast mode 


105-05 


Port 61 bit <0> not at zero 


112-07 


Speed test system error 


105-06 


Port 61 bit <5> not at one 


112-08 


Unable to enter Auto mode in speed test 


105-07 


Port 61 bit <3> not at one 


112-09 


Unable to enter High mode in speed test 


105-08 


Port 61 bit <1 > not at one 


112-10 


Speed test High mode out of range 


105-09 


Port 61 bit <0> not at one 


112-11 


Speed test Auto mode out of range 


105-10 


Port 61 I/O test failed 


112-12 


Speed test variable speed mode inop. 


105-11 


Port 61 bit <7> not at zero 


113-01 


Protected mode test failed 


105-12 


Port 61 bit <2> not at zero 


114-01 


Speaker test failed 


105-13 


No int. generated by failsafe timer 


116-xx 


Way 0 read/write test failed 


105-14 


NMI not triggered by failsafe timer 


162-xx 


Sys. options failed (mismatch in drive 
type) 


106-01 


Keyboard controller test failed 


1 63-xx 


Time and date not set 


107-01 


CMOS RAM test failed 


1 64-xx 


Memory size 


108-02 


CMOS interrupt test failed 


199-00 


Installed devices test failed 


108-03 


CMOS not properly initialized (int.test) 






109-01 


CMOS clock load data test failed 






109-02 


CMOS clock rollover test failed 






109-03 


CMOS not properly initialized (elk test) 







NOTE: A 102 message code may be caused by one of a variety of processor-related problems that 
may be solved by replacing the processor, although system board replacement may be needed. 
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A.5 MEMORY ERROR MESSAGES (2xx-xx) 





Table A-4. 




Mpmnrv Frrnr MpciQanpc; 

1 V 1 ^ 1 1 y 1— 1 1 u 1 1 V 1 woouu w o 


— — 

Message 


Probable Cause 


200-04 


Real memory size changed 


200-05 


Extended memory size changed 


200-06 


Invalid memory configuration 


200-07 


Extended memory size changed 


200-08 


CLIIVI memory size changed 


201-01 


IVIemory machine ID test failed 


202-01 


Memory system ROM checksum failed 


202-02 


Failed RAM/ROM map test 


202-03 


Failed RAM/ROM protect test 


203-01 


Memory read/write test failed 


203-02 


Error while saving blocl^ in read/write test 


203-03 


Error while restoring block in read/write test 


204-01 


Memory address test failed 


204-02 


Error while saving block in address test 


204-03 


Error while restoring block in address test 


204-04 


A20 address test failed 


204-05 


Page hit address test failed 


205-01 


Walking I/O test failed 


205-02 


Error while saving block in walking I/O test 


205-03 


Error while restoring block in walking I/O test 


206-xx 


Increment pattern test failed 


207-xx 


EGG failure 


210-01 


Memory increment pattern test 


210-02 


Error while saving memory during increment pattern test 


210-03 


Error while restoring memory during increment pattern test 


211-01 


Memory random pattern test 


211-02 


Error while saving memory during random memory pattern test 


211-03 


Error while restoring memory during random memory pattern test 


213-xx 


Incompatible DIMM in slot x 


214-xx 


Noise test failed 


215-xx 


Random address test 



A.6 KEYBOARD ERROR MESSAGES (30x-xx) 



Table A-5. 

Keyboard Error Messages 



Message 


Probable Cause 


Message 


Probable Cause 


300-xx 


Failed ID test 


303-05 


LED test, LED command test failed 


301-01 


Kybd short test, 8042 self-test failed 


303-06 


LED test, LED command test failed 


301-02 


Kybd short test, interface test failed 


303-07 


LED test, LED command test failed 


301-03 


Kybd short test, echo test failed 


303-08 


LED test, command byte restore test failed 


301-04 


Kybd short test, kybd reset failed 


303-09 


LED test, LEDs failed to light 


301-05 


Kybd short test, kybd reset failed 


304-01 


Keyboard repeat key test failed 


302-xx 


Failed individual key test 


304-02 


Unable to enter mode 3 


302-01 


Kybd long test failed 


304-03 


Incorrect scan code from keyboard 


303-01 


LED test, 8042 self-test failed 


304-04 


No Make code observed 


303-02 


LED test, reset test failed 


304-05 


Gannot /disable repeat key feature 


303-03 


LED test, reset failed 


304-06 


Unable to return to Normal mode 


303-04 


LED test, LED command test failed 
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A.7 PRINTER ERROR MESSAGES (4xx-xx) 



Table A-6. 

Printer Error Messages 



Message 


Probable Cause 


Message 


Probable Cause 


401-01 


Printer failed or not connected 


402-11 


Interrupt test, data/cntrl. reg. failed 


402-01 


Printer data register failed 


402-12 


Interrupt test and loopback test failed 


402-02 


Printer control register failed 


402-13 


Int. test, LpBk. test., and data register failed 


402-03 


Data and control registers failed 


402-14 


Int. test, LpBk. test., and cntrl. register failed 


402-04 


Loopback test failed 


402-15 


Int. test, LpBk. test., and data/cntrl. reg. 

failed 


402-05 


Loopback test and data reg. failed 


402-16 


Unexpected interrupt received 


402-06 


Loopback test and cntrl. reg. failed 


402-01 


Printer pattern test failed 


402-07 


Loopback tst, data/cntrl. reg. failed 


403-xx 


Printer pattern test failed 


402-08 


Interrupt test failed 


404-xx 


Parallel port address conflict 


402-09 


Interrupt test and data reg. failed 


498-00 


Printer failed or not connected 


402-10 


Interrupt test and control reg. failed 







A.8 VIDEO (GRAPHICS) ERROR MESSAGES (5xx-xx) 



Table A-7. 

Video (Graphics) Error Messages 



Message 


Probable Cause 


Message 


Probable Cause 


501-01 


Video controller test failed 


508-01 


320x200 mode, color set 0 test failed 


502-01 


Video memory test failed 


509-01 


320x200 mode, color set 1 test failed 


503-01 


Video attribute test failed 


510-01 


640x200 mode test failed 


504-01 


Video character set test failed 


511-01 


Screen memory page test failed 


505-01 


80x25 mode, 9x14 cell test failed 


512-01 


Gray scale test failed 


506-01 


80x25 mode, 8x8 cell test failed 


514-01 


White screen test failed 


507-01 


40x25 mode test failed 


516-01 


Noise pattern test failed 



See Table A-14 for additional graphics messages. 
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A.9 DISKETTE DRIVE ERROR MESSAGES (6xx-xx) 



Table A-8. 



Message 


Probable Cause 


Message 


Probable Cause 


6XX-01 


Exceeded maximum soft error limit 


6XX-20 


Failed to get drive type 


6XX-02 


Exceeded maximum Inard error limit 


6xx-21 


Failed to get change line status 


6XX-03 


Previously exceeded max soft limit 


6XX-22 


Failed to clear change line status 


6XX-04 


Previously exceeded max hard limit 


6xx-23 


Failed to set drive type in ID media 


6XX-05 


Failed to reset controller 


6XX-24 


Failed to read diskette media 


6XX-06 


Fatal error while reading 


6XX-25 


Failed to verify diskette media 


6XX-07 


Fatal error while writing 


6XX-26 


Failed to read media in speed test 


6XX-08 


Failed compare of R/W buffers 


6XX-27 


Failed speed limits 


6XX-09 


Failed to format a tract 


6XX-28 


Failed write-protect test 


6XX-10 


Failed sector wrap test 







600- xx = Diskette drive ID test 

601 - XX = Diskette drive format 

602- xx = Diskette read test 

603- xx = Diskette drive R/W compare test 

604- xx = Diskette drive random seek test 

605- xx = Diskette drive ID media 

606- xx = Diskette drive speed test 

607- xx = Diskette drive wrap test 

608- xx = Diskette drive write-protect test 



609-xx = Diskette drive reset controller test 

610- xx = Diskette drive change line test 

611 - XX = Ph. diskette drive port addr. conflict 

612- xx = Sec. diskette drive port addr. conflict 

694-00 = Pin 34 not cut on 360-KB drive 

697- 00 = Diskette type error 

698- 00 = Drive speed not within limits 

699- 00 = Drive/media ID error (run Setup) 



A.1 0 SERIAL INTERFACE ERROR MESSAGES (1 1 xx-xx) 



Table A-9. 

Serial Interface Error Messages 



Message Probable Cause 


Message Probable Cause 


1101-01 UART DLAB bit failure 


1 101-13 UART cntrl. signal interrupt failure 


1101-02 Line input or UART fault 


1101-14 DRVR/RCVR data failure 


1 1 01 -03 Address line fault 


1 109-01 Clock register initialization failure 


1101-04 Data line fault 


1 1 09-02 Clock register rollover failure 


1 1 01 -05 UART cntrl. signal failure 


1 1 09-03 Clock reset failure 


1 1 01 -06 UART THRE bit failure 


1109-04 Input line or clock failure 


1 1 01 -07 UART Data RDY bit failure 


1 1 09-05 Address line fault 


1101-08 UART TX/RX buffer failure 


1109-06 Data line fault 


1101-09 Interrupt circuit failure 


1 150-xx Comm port setup error (run Setup) 


1101-10 C0M1 set to invalid INT 


1151-xx C0M1 address conflict 


1101-11 COM2 set to invalid INT 


1 1 52-xx C0IV12 address conflict 


1101-12 DRVR/RCVR cntrl. signal failure 


1 1 55-xx COM port address conflict 
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A.1 1 MODEM COMMUNICATIONS ERROR MESSAGES (1 2xx-xx) 



Table A-10. 

Serial Interface Error Messages 



Message Probable Cause 


Message Probable Cause 


1201 -XX Modem internal loopbacktest 


1 204-03 Data block retry limit reached [4] 


1201-01 UART DLAB bit failure 


1 204-04 RX exceeded carrier lost limit 


1201-02 Line input or UART failure 


1204-05 TX exceeded carrier lost limit 


1 201 -03 Address line failure 


1204-06 Time-out waiting for dial tone 


1201-04 Data line fault 


1204-07 Dial number string too long 


1 201 -05 UART control signal failure 


1204-08 Modem time-out waiting for remote response 


1201-06 UART THRE bit failure 


1204-09 Modem exceeded maximum redial limit 


1 201 -07 UART DATA READY bit failure 


1 204-1 0 Line quality prevented remote response 


1201-08 UART TX/RX buffer failure 


1 204-1 1 Modem time-out waiting for remote 
connection 


1201-09 Interrupt circuit failure 


1205-XX Modem auto answer test 


1201-10 C0M1 set to invalid inturrupt 


1205-01 Time-out waiting for SYNC [5] 


1201-11 COM2 set toinvaiid 


1 205-02 Time-out waiting for response [5] 


1 201 -1 2 DRVR/RCVR control signal failure 


1 205-03 Data block retry limit reached [5] 


1 201 -1 3 UART control signal interrupt 
failure 


1205-04 RX exceeded carrier lost limit 


1 201 -1 4 DRVR/RCVR data failure 


1 205-05 TX exceeded carrier lost limit 


1201-15 Modem detection failure 


1 205-06 Time-out waiting for dial tone 


1201-16 Modem ROM, cfiecksum failure 


1205-07 Dial number string too long 


1201-17 Tone detect failure 


1205-08 Modem time-out waiting for remote response 


1202-XX Modem internal test 


1205-09 Modem exceeded maximum redial limit 


1202-01 Time-out waiting for SYNC [1] 


1205-10 Line quality prevented remote response 


1 202-02 Time-out waiting for response [1 ] 


1205-1 1 Modem time-out waiting for remote 
connection 


1202-03 Data block retry limit reached [1] 


1 206-XX Dial multi-frequency tone test 


1202-11 Time-out waiting for SYNC [2] 


1 206-1 7 Tone detection failure 


1 202-1 2 Time-out waiting for response [2] 


121 0-XX Modem direct connect test 


1 202-1 3 Data block retry limit reached [2] 


1210-01 Time-out waiting for SYNC [6] 


1202-21 Time-out waiting for SYNC [3] 


1 21 0-02 Time-out waiting for response [6] 


1 202-22 Time-out waiting for response [3] 


1 21 0-03 Data block retry limit reached [6] 


1 202-23 Data block retry limit reached [3] 


1 21 0-04 RX exceeded carrier lost limit 


1203-XX Modem external termination test 


1 21 0-05 TX exceeded carrier lost limit 


1203-01 Modem external TIP/RING failure 


1 21 0-06 Time-out waiting for dial tone 


1203-02 Modem external data TIP/RING fail 


1 21 0-07 Dial number string too long 


1203-03 Modem line termination failure 


1 21 0-08 Modem time-out waiting for remote response 


1204-XX Modem auto originate test 


1210-09 Modem exceeded maximum redial limit 


1204-01 Time-out waiting for SYNC [4] 


1210-10 Line quality prevented remote response 


1 204-02 Time-out waiting for response [4] 


1210-1 1 Modem time-out waiting for remote 
connection 



NOTES: 



[1] Local loopback mode 
[2] Analog loopback originate mode 
[3] Analog loopback answer mode 
[4] Modem auto originate test 
[5] Modem auto answer test 
[6] Modem direct connect test 



Compaq Personal Computers A-7 

Changed - October 2000 



Appendix A Error Messages and Codes 



A.1 2 SYSTEM STATUS ERROR MESSAGES (1 6xx-xx) 





Table A-11. 




System Status Error Messages 


Message 


Probable Cause 


1601 -XX 


Temperature violation 


1611 -XX 


Fan failure 



A.1 3 HARD DRIVE ERROR MESSAGES (1 7xx-xx) 



Table A-12. 

Hard Drive Error Messages 



Message Probable Cause 


Message 


Probable Cause 


17XX-01 


Exceeded rnax. soft error limit 


17XX-51 


Failed I/O read test 


1 7XX-02 


Exceeded max. Hard error limit 


17XX-52 


Failed file I/O compare test 


1 / AA UO 


Pro\/ini icl\/ oYoooHoH mnv cr^ft ormr limit 


17XX-53 


Failed drive/head register test 


17XX-04 


Previously exceeded max. hard error limit 


1 7XX-54 


Failed digital input register test 


1 7XX-05 


Failed to reset controller 


1 7XX-55 


Cylinder 1 error 


17XX-06 


Fatal error wliile reading 


17XX-56 


Failed controller RAM diagnostics 


17XX-07 


Fatal error wliile writing 


17XX-57 


Failed controller-to-drive diagnostics 


17XX-08 


Failed compare of R/W buffers 


17XX-58 


Failed to write sector buffer 


17XX-09 


Failed to format a track 


17XX-59 


Failed to read sector buffer 


17XX-10 


Failed disl<ette sector wrap during read 


17XX-60 


Failed uncorrectable ECC error 


17XX-19 


Cntlr. failed to deallocate bad sectors 


17XX-62 


Failed correctable ECC error 


17XX-40 


Cylinder 0 error 


17XX-63 


Failed soft error rate 


17XX-41 


Drive not ready 


17XX-65 


Exceeded max. bad sectors per track 


1 7XX-42 


Failed to recalibrate drive 


17XX-66 


Failed to initialize drive parameter 


17XX-43 


Failed to format a bad track 


17XX-67 


Failed to write long 


17XX-44 


Failed controller diagnostics 


17XX-68 


Failed to read long 


17XX-45 


Failed to get drive parameters from ROM 


17XX-69 


Failed to read drive size 


1 7XX-46 


Invalid drive parameters from ROM 


1 7XX-70 


Failed translate mode 


17XX-47 


Failed to park heads 


17XX-71 


Failed non-translate mode 


17XX-48 


Failed to move hard drive table to RAM 


17XX-72 


Bad track limit exceeded 


17XX-49 


Failed to read media in file write test 


17XX-73 


Previously exceeded bad track limit 


17XX-50 


Failed I/O write test 




1700-xx = 


Hard drive ID test 


1719-xx = 


Hard drive power mode test 


1701 -XX = 


Hard drive format test 


1720-xx = 


SMART drive detects imminent failure 


1702-xx = 


Hard drive read test 


1721 -XX = 


SCSI hard drive imminent failure 


1703-xx = 


Hard drive read/write compare test 


1 724-xx = 


Net work preparation test 


1704-xx = 


Hard drive random seek test 


1736-xx = 


Drive monitoring test 


1705-xx = 


Hard drive controller test 


1771 -XX = 


Ph. IDE controller address conflict 


1706-xx = 


Hard drive ready test 


1772-xx = 


Sec. IDE controller address conflict 


1707-xx = 


Hard drive recalibrate test 


1 780-xx = 


Disk 0 failure 


1708-xx = 


Hard drive format bad track test 


1781-xx = 


Disk 1 failure 


1709-xx = 


Hard drive reset controller test 


1782-xx = 


Ph. IDE controller failure 


1710-xx = 


Hard drive park head test 


1790-xx = 


Disk 0 failure 


1714-xx = 


Hard drive file write test 


1791-xx = 


Disk 1 failure 


1715-xx = 


Hard drive head select test 


1792-xx = 


Se. controller failure 


1716-xx = 


Hard drive conditional format test 


1793-xx = 


Sec. Controller or disk failure 


1717-xx = 


Hard drive EGG test 


1799-xx = 


Invalid hard drive type 
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A.14 HARD DRIVE ERROR MESSAGES (19xx-xx) 



Table A-13. 

Hard Drive Error Messages 



Message Probable Cause 


Message 


Probable Cause 


19XX-01 


Drive not installed 


19XX-21 


Got servo pulses second time but not first 


1 9XX-02 


Cartridge not installed 


1 9XX-22 


Never got to EOT after servo check 


1 9XX-03 


Tape motion error 


1 9XX-23 


Change line unset 


19XX-04 


Drive busy erro 


19XX-24 


Write-protect error 


19XX-05 


Track seek error 


19XX-25 


Unable to erase cartridge 


19XX-06 


Tape write-protect error 


19XX-26 


Cannot identify drive 


19XX-07 


Tape already Servo Written 


19XX-27 


Drive not compatible with controller 


19XX-08 


Unable to Servo Write 


19XX-28 


Format gap error 


19XX-09 


Unable to format 


19XX-30 


Exception bit not set 


19XX-10 


Format mode error 


19XX-31 


Unexpected drive status 


19XX-11 


Drive recalibration error 


1 9XX-32 


Device fault 


19XX-12 


Tape not Servo Written 


1 9XX-33 


Illegal command 


19XX-13 


Tape not formatted 


1 9XX-34 


No data detected 


19XX-14 


Drive time-out error 


1 9XX-35 


Power-on reset occurred 


19XX-15 


Sensor error flag 


1 9XX-36 


Failed to set FLEX format mode 


19XX-16 


Block locate (block ID) error 


19XX-37 


Failed to reset FLEX format mode 


19XX-17 


Soft error limit exceeded 


1 9XX-38 


Data mismatch on directory track 


19XX-18 


Hard error limit exceeded 


1 9XX-39 


Data mismatch on track 0 


19XX-19 


Write (probably ID ) error 


19XX-40 


Failed self-test 


19XX-20 


NEC fatal error 


19XX-91 


Power lost during test 


1900-xx = 


Tape ID test failed 


1904-xx = Tape BOT/EOT test failed 


1901 -XX = 


Tape servo write failed 


1905-xx = Tape read test failed 


1 902-xx = 


Tape format failed 


1 906-xx = Tape R/W compare test failed 


1 903-xx = 


Tape drive sensor test failed 


1907-xx = Tape write-protect failed 



A.15 VIDEO (GRAPHICS) ERROR MESSAGES (24xx-xx) 



Table A-14. 

Video (Graphics) Error Messages 



Message Probable Cause 


Message Probable Cause 


2402-01 Video memory test failed 


241 8-02 EGA shadow RAM test failed 


2403-01 Video attribute test failed 


241 9-01 EGA ROM checksum test failed 


2404-01 Video character set test failed 


2420-01 EGA attribute test failed 


2405-01 80x25 mode, 9x1 4 cell test failed 


2421 -01 640x200 mode test failed 


2406-01 80x25 mode, 8x8 cell test failed 


2422-01 640x350 1 6-color set test failed 


2407-01 40x25 mode test failed 


2423-01 640x350 64-color set test failed 


2408-01 320x200 mode color set 0 test failed 


2424-01 EGA Mono, text mode test failed 


2409-01 320x200 mode color set 1 test failed 


2425-01 EGA Mono, graphics mode test failed 


241 0-01 640x200 mode test failed 


2431 -01 640x480 graphics mode test failed 


241 1 -01 Screen memory page test failed 


2432-01 320x200 256-color set test failed 


241 2-01 Gray scale test failed 


2448-01 Advanced VGA controller test failed 


2414-01 White screen test failed 


2451-01 132-columnAVGA test failed 


241 6-01 Noise pattern test failed 


2456-01 AVGA 256-color test failed 


2417-01 Lightpen text test failed, no response 


2458-xx AVGA BitBLT test failed 


241 7-02 Lightpen text test failed, invalid response 


2468-xx AVGA DAC test failed 


241 7-03 Lightpen graphics test failed, no resp. 


2477-xx AVGA data path test failed 


241 7-04 Lightpen graphics tst failed, invalid resp. 


2478-xx AVGA BitBLT test failed 


241 8-01 EGA memory test failed 


2480-xx AVGA linedraw test failed 
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A.16 AUDIO ERROR MESSAGES (3206-xx) 



Table A-15. 

Audio Error Message 

Message Probable Cause 

3206-xx Audio subsystem internal error 



A.17 DVD/CD-ROM ERROR MESSAGES {33xx-xx) 





Table A-16. 




DVD/CD-ROM Drive Error Messages 


Message 


Probable Cause 


3301 -XX 


Drive test failed 


3305-XX 


Seek test failed 



See Table A-1 8 for additional messages. 



A.18 NETWORK INTERFACE ERROR MESSAGES (60xx-xx) 



Table A-1 7. 



Network Interl 


ace Error Messages 


Message Probable Cause 


Message Probable Cause 


6000-xx Pointing device interface error 


6054-xx Token ring configuration test failed 


6014-xx Ethernet configuration test failed 


6056-xx Token ring reset test failed 


601 6-xx Ethernet reset test failed 


6068-xx Token ring int. loopback test failed 


6028-xx Ethernet int. loopback test failed 


6069-xx Token ring ext. loopback test failed 


6029-xx Ethernet ext. loopback test failed 


6089-xx Token ring open 
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A.19 SCSI INTERFACE ERROR MESSAGES (65xx-xx, 66xx-xx, 67xx-xx) 



Table A-18. 

SCSI Interface Error Messages 



Message Probable Cause 


Message Probable Cause 


6nyy-02 Drive not installed 


6nyy-33 Illegal controller command 


6nyy-03 Media not installed 


6nyy-34 Invalid SCSI bus phase 


6nyy-05 Seek failure 


6nyy-35 Invalid SCSI bus phase 


6nyy-06 Drive timed out 


6nyy-36 Invalid SCSI bus phase 


6nyy-07 Drive busy 


6nyy-39 Error status from drive 


6nyy-08 Drive already reserved 


6nyy-40 Drive timed out 


6nyy-09 Reserved 


6nyy-41 SSI bus stayed busy 


6nyy-10 Reserved 


6nyy-42 ACK/REQ lines bad 


6nyy-1 1 Media soft error 


6nyy-43 ACK did not deassert 


6nyy-12 Drive not ready 


6nyy-44 Parity error 


6nyy-13 Media error 


6nyy-50 Data pins bad 


6nyy-14 Drive hiardware error 


6nyy-51 Data line 7 bad 


6nyy-1 5 Illegal drive command 


6nyy-52 MSG, C/D, or I/O lines bad 


6nyy-1 6 Media was changed 


6nyy-53 BSY never went busy 


6nyy-17 Tape write-protected 


6nyy-54 BSY stayed busy 


6nyy-18 No data detected 


6nyy-60 Controller CONFIG-1 register fault 


6nyy-21 Drive command aborted 


6nyy-61 Controller CONFIG-2 register fault 


6nyy-24 Media hard error 


6nyy-65 Media not unloaded 


6nyy-25 Reserved 


6nyy-90 Fan failure 


6nyy-30 Controller timed out 


6nyy-91 Over temperature condition 


6nyy-31 Unrecoverable error 


6nyy-92 Side panel not installed 


6nyy-32 Controller/drive not connected 


6nyy-99 Autoloader reported tape not loaded properly 



n = 5, Hard drive yy = 00, ID 

= 6, CD-ROM drive = 03, Power check 

= 7, Tape drive. = 05, Read 

= 06, SA/Media 
= 08, Controller 
= 23, Random read 
= 28, Media load/unload 



A.20 POINTING DEVICE INTERFACE ERROR MESSAGES (8601 -xx) 



Table A-19. 

Pointing Device Interface Error Messages 



Message 


Probable Cause 


Message 


Probable Cause 


8601-01 


Mouse ID fails 


8601-07 


Right block not selected 


8601-02 


Left mouse button is inoperative 


8601-08 


Timeout occurred 


8601-03 


Left mouse button is stuck closed 


8601-09 


Mouse loopback test failed 


8601-04 


Right mouse button is inoperative 


8601-10 


Pointing device is inoperative 


8601-05 


Right mouse button is stuck closed 


8602-xx 


l/F test failed 


8601-06 


Left block not selected 
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Appendix B 

ASCII CHARACTER SET 



B.1 INTRODUCTION 

This appendix lists, in Table B-1, the 256-character ASCII code set including the decimal and 
hexadecimal values. All ASCII symbols may be called while in DOS or using standard text-mode 
editors by using the combination keystroke of holding the Alt key and using the Numeric Keypad 
to enter the decimal value of the symbol. The extended ASCII characters (decimals 128-255) can 
only be called using the Alt + Numeric Keypad keys. 

NOTE: Regarding keystrokes, refer to notes at the end of the table. Applications may interpret 
multiple keystroke accesses differently or ignore them completely. 



Table B-1. 

ASCII Character Set 



Dec 


Hex 


Symbol 


Dec 


Hex 


Symbol 


Dec 


Hex 


Symbol 


Dec 


Hex 


Symbol 


0 


00 


Blank 


32 


20 


Space 


64 


40 


@ 


96 


60 




1 


01 




33 


21 


! 


65 


41 


A 


97 


61 


a 


2 


02 




34 


22 




66 


42 


B 


98 


62 


b 


3 


03 




35 


23 


# 


67 


43 


C 


99 


63 


0 


4 


04 


♦ 


36 


24 


$ 


68 


44 


D 


100 


64 


d 


5 


05 


* 


37 


25 


% 


69 


45 


E 


101 


65 


e 


6 


06 




38 


26 


& 


70 


46 


F 


102 


66 


f 


7 


07 


• 


39 


27 




71 


47 


G 


103 


67 


g 


8 


08 


O 


40 


28 


( 


72 


48 


H 


104 


68 


h 


9 


09 


n 


41 


29 


) 


73 


49 


1 


105 


69 


1 


10 


OA 


o 


42 


2A 


* 


74 


4A 


J 


106 


6A 


j 


11 


OB 




43 


2B 


+ 


75 


4B 


K 


107 


6B 


k 


12 


OC 




44 


2C 




76 


4C 


L 


108 


6C 


1 


13 


OD 


T 


45 


2D 




77 


4D 


M 


109 


6D 


m 


14 


OE 




46 


2E 




78 


4E 


N 


110 


6E 


n 


15 


OF 




47 


2F 


/ 


79 


4F 


0 


111 


6F 


0 


16 


10 




48 


30 


0 


80 


50 


P 


112 


70 


P 


17 


11 


i 


49 


31 


1 


81 


51 


Q 


113 


71 


q 


18 


12 


I 


50 


32 


2 


82 


52 


R 


114 


72 


r 


19 


13 


!! 


51 


33 


3 


83 


53 


S 


115 


73 


s 


20 


14 


H 


52 


34 


4 


84 


54 


T 


116 


74 


t 


21 


15 


§ 


53 


35 


5 


85 


55 


U 


117 


75 


u 


22 


16 




54 


36 


6 


86 


56 


V 


118 


76 


V 


23 


17 


I 


55 


37 


7 


87 


57 


w 


119 


77 


w 


24 


18 


T 


56 


38 


8 


88 


58 


X 


120 


78 


X 


25 


19 


i 


57 


39 


9 


89 


59 


Y 


121 


79 


y 


26 


1A 


-> 


58 


3A 




90 


5A 


z 


122 


7A 


z 


27 


IB 


<- 


59 


3B 




91 


5B 


[ 


123 


7B 


{ 


28 


1C 


1 


60 


3C 


< 


92 


5C 


\ 


124 


7C 


1 


29 


ID 




61 


3D 




93 


5D 


] 


125 


7D 


} 


30 


IE 


▲ 


62 


3E 


> 


94 


5E 


A 


126 


7E 




31 


IF 


T 


63 


3F 


7 


95 


5F 




127 


7F 


A[il 



Continued 



Table B-1. ASCII Code Set (Continued) 
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Dec 


Hex 


Symbol 


Dec 


Hex 


Symbol 


Dec 


Hex 


Symbol 


Dec 


Hex 


Symbol 


128 


80 


C 


160 


AO 


a 




192 


CO 




224 


EO 




129 


81 


u 


161 


A1 


i 




193 


CI 


X 


225 


E1 




130 


82 


e 


162 


A2 


6 


194 


C2 


I 


226 


E2 


r 


131 


83 


a 


163 


A3 


u 


195 


C3 


r 


227 


E3 


n 


132 


84 


a 


164 


A4 


n 


196 


C4 




228 


E4 




133 


85 


a 


165 


A5 


N 


197 


C5 


t 


229 


E5 


a 


134 


86 


a 


166 


A6 


a 




198 


C6 


r 


230 


E6 


P 


135 


87 


? 


167 


A7 






199 


C7 


I 


231 


E7 


I 


136 


88 


e 


168 


A8 


6 




200 


C8 




232 


E8 




137 


89 


e 


169 


A9 






201 


C9 


IF 


233 


E9 


G 


138 


8A 


e 


170 


AA 






202 


CA 


JL 


234 


EA 




139 


8B 


i 


1 71 


AB 




203 


CB 


Tf 


235 


EB 


6 


140 


8C 


i 


1 72 


AC 




204 


CC 


Ir 


236 


EC 




141 


8D 


i 


173 


AD 






205 


CD 




237 


ED 




142 


8E 


A 


1 74 


AE 


« 




206 


CE 


JL 
I 


238 


EE 


£ 


143 


8F 


A 


175 


AF 


» 




207 


CF 


239 


EF 


n 


144 


90 


E 


176 


BO 






208 


DO 


Jl. 


240 


FO 




145 


91 


as 


1 77 


B1 






209 


D1 


T 


241 


F1 




146 


92 




178 


B2 






21 0 


D2 


I 


242 


F2 


> 


147 


93 


6 


179 


B3 






21 1 


D3 


243 


F3 




148 


94 


o 


180 


B4 






212 


D4 




244 


F4 


f 


149 


95 


6 


181 


B5 






21 3 


D5 


r 


245 


F5 


J 


150 


96 


u 


182 


B6 


\ 




214 


D6 


IT 


246 


F6 




151 


97 


u 


183 


B7 


Tl 




215 


D7 


Ji 
1 


247 


F7 






no 


y 


1 o4 


□ Q 

bo 


=1 




OH C 


Do 


T 


O/I D 


CD 

ro 




153 


99 


0 


185 


B9 


J 




217 


D9 


J 


249 


F9 




154 


9A 


ij 


186 


BA 


] 




218 


DA 




250 


FA 




155 


9B 


* 


187 


BB 


Tl 




219 


DB 


i 


251 


FB 


V 


156 


9C 


£ 


188 


BC 


J] 




220 


DC 


■ 


252 


PC 


n 


157 


9D 


¥ 


189 


BD 


J 




221 


DD 


\ 


253 


FD 


2 


158 


9E 


a 


190 


BE 


J 




222 


DE 




254 


FE 


■ 


159 


9F 




191 


BF 


1 




223 


DF 


■ 


255 


FF 


Blank 



NOTES: 

[1] Symbol not displayed. 
Keystroke Guide: 



Dec# 


Kevstroke(s) 


0 


Ctrl 2 


1-26 


Ctrl A thru Z respectively 


27 


Ctrl [ 


28 


Ctrl 


29 


Ctrl ] 


30 


Ctrl 6 


31 


Ctrl - 


32 


Space Bar 


33-43 


Shift and key w/corresponding symbol 


44-47 


Key w/corresponding symbol 


48-57 


Key w/corresponding symbol, numerical keypad w/Num Lock active 


58 


Shift and key w/corresponding symbol 


59 


Key w/corresponding symbol 


60 


Shift and key w/corresponding symbol 


61 


Key w/corresponding symbol 


62-64 


Shift and key w/corresponding symbol 


65-90 


Shift and key w/corresponding symbol or key w/corresponding symbol and 




Caps Lock active 


91-93 


Key w/corresponding symbol 


94, 95 


Shift and key w/corresponding symbol 


96 


Key w/corresponding symbol 


97-126 


Key w/corresponding symbol or Shift and key w/corresponding symbol 




and Caps Lock active 


127 


Ctrl - 


128-255 


Alt and decimal digit(s) of desired character 
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Appendix C 
KEYBOARD 



C.1 INTRODUCTION 

This appendix describes the Compaq keyboard that is included as standard with the system unit. 
The keyboard comphes with the industry-standard classification of an "enhanced keyboard" and 
includes a separate cursor control key cluster, twelve "function" keys, and enhanced 
programmability for additional functions. 
This appendix covers the following keyboard types: 

♦ Standard enhanced keyboard. 

♦ Space-Saver Windows-version keyboard featuring additional keys for specific support of the 
Windows operating system. 

♦ Easy Access keyboard with additional buttons for internet accessibility functions. 

Only one type of keyboard is supplied with each system. Other types may be available as an 
option. 

NOTE: This appendix discusses only the keyboard unit. The keyboard interface is a 
function of the system unit and is discussed in Chapter 5, Input/Output Interfaces. 



Topics covered in this appendix include the following: 

♦ Keystroke processing (C.2) page C-2 

♦ Connectors (C. 3) page C- 16 
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C.2 KEYSTROKE PROCESSING 

A functional block diagram of the keystroke processing elements is shown in Figure C-1. Power 
(+5 VDC) is obtained from the system through the PS/2-type interface. The keyboard uses a 
Z86C14 (or equivalent) microprocessor. The Z86C14 scans the key matrix drivers every 10 ms for 
pressed keys while at the same time monitoring communications with the keyboard interface of 
the system unit. When a key is pressed, a Make code is generated. A Break code is generated 
when the key is released. The Make and Break codes are collectively referred to as scan codes. All 
keys generate Make and Break codes with the exception of the Pause key, which generates a 
Make code only. 
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Figure C-1. Keystroke Processing Elements, Block Diagram 



When the system is turned on, the keyboard processor generates a Power-On Reset (POR) signal 
after a period of 150 ms to 2 seconds. The keyboard undergoes a Basic Assurance Test (BAT) 
that checks for shorted keys and basic operation of the keyboard processor. The BAT takes from 
300 to 500 ms to complete. 

If the keyboard fails the BAT, an error code is sent to the CPU and the keyboard is disabled until 
an input command is received. After successful completion of the POR and BAT, a completion 
code (AAh) is sent to the CPU and the scanning process begins. 

The keyboard processor includes a 16-byte FIFO buffer for holding scan codes until the system is 
ready to receive them. Response and typematic codes are not buffered. If the buffer is full (16 
bytes held) a l?"" byte of a successive scan code results in an overrun condition and the overrun 
code replaces the scan code byte and any additional scan code data (and the respective key 
strokes) are lost. Multi-byte sequences must fit entirely into the buffer before the respective 
keystroke can be registered. 
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C.2.1 PS/2-TYPE KEYBOARD TRANSMISSIONS 



The PS/2-type keyboard sends two main types of data to the system; commands (or responses to 
system commands) and keystroke scan codes. Before the keyboard sends data to the system 
(specifically, to the 8042-type logic within the system), the keyboard verifies the clock and data 
lines to the system. If the clock signal is low (0), the keyboard recognizes the inhibited state and 
loads the data into a buffer. Once the inhibited state is removed, the data is sent to the system. 
Keyboard-to-system transfers (in the default mode) consist of 11 bits as shown in Figure C-2. 
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Figure C-2. PS/2 Keyboard-To-System Transmission, Timing Diagram 



The system can halt keyboard transmission by setting the clock signal low. The keyboard checks 
the clock line every 60 us to verify the state of the signal. If a low is detected, the keyboard will 
finish the current transmission if the rising edge of the clock pulse for the parity bit has not 
occurred. The system uses the same timing relationships during reads (typically with slightly 
reduced time periods). 

The enhanced keyboard has three operating modes: 

♦ Mode 1 - PC-XT compatible 

♦ Mode 2 - PC-AT compatible (default) 

♦ Mode 3 - Select mode (keys are programmable as to make-only, break-only, typematic) 

Modes can be selected by the user or set by the system. Mode 2 is the default mode. Each mode 
produces a different set of scan codes. When a key is pressed, the keyboard processor sends that 
key's make code to the 8042 logic of the system unit. The When the key is released, a release 
code is transmitted as well (except for the Pause key, which produces only a make code). The 
8042-type logic of the system unit responds to scan code reception by asserting IRQl, which is 
processed by the interrupt logic and serviced by the CPU with an interrupt service routine. The 
service routine takes the appropriate action based on which key was pressed. 
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C.2.2 USB-TYPE KEYBOARD TRANSMISSIONS 

The USB-type keyboard sends essentially the same infomiation to the system that the PS/2 
keyboard does except that the data receives additional NRZI encoding and formatting (prior to 
leaving the keyboard) to comply with the USB I/F specification (discussed in chapter 5 of this 
guide). 

Packets received at the system's USB I/F and decoded as originating from the keyboard result in 
an SMI being generated. An SMI handler routine is invoked that decodes the data and transfers 
the information to the 8042 keyboard controller where normal (legacy) keyboard processing takes 
place. 
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C.2.3 KEYBOARD LAYOUTS 



Figures C-3 through C-8 show the key layouts for keyboards shipped with Compaq systems. 
Actual styling details including location of the Compaq logo as well as the numbers lock, caps 
lock, and scroll lock LEDs may vary. 

C.2.3.1 Standard Enhanced Keyboards 
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Figure C-3. U.S. Enghsh (101-Key) Keyboard Key Positions 



m HHHH HmHH B0S 



13 



14 



15 



16 



17 18 19 20 21 22 23 24 25 26 27 28 29 



31 



39 40 41 42 43 44 45 46 47 48 49 50 51 



59 



60 



61 



62 



63 



64 



65 



66 



67 



68 



69 



70 



103 



71 



75 



104 



76 



77 



78 



79 



80 



81 



82 



83 



84 



85 



86 



92 



93 



94 



95 



96 



32 


33 


34 


52 


53 


54 



87 



97 98 99 



55 



72 



88 



56 



73 



89 



57 



74 



90 



100 101 



38 



58 



91 



Figure C-4. National ( 1 02-Key) Keyboard Key Positions 
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C.2.3.2 Windows Enhanced Keyboards 
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Figure C-5. U.S. English Windows (101 W-Key) Keyboard Key Positions 
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Figure C-6. National Windows (102 W-Key) Keyboard Key Positions 
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C.2.3.3 Easy Access Keyboards 

The Easy Access keyboard is a Windows Enhanced-type keyboard that includes special buttons 
allowing quick internet navigation. Depending on system, either a 7-button or an 8-button layout 
may be supplied. 

The 7-button Easy Access Keyboard uses the layout shown in Figure C-7 and is available with 
either a legacy PS/2-type connection or a Universal Serial Bus (USB) type connection. 



Btn 1 Btn 2 Btn 3 Btn 4 Btn 5 Btn 6 Btn 7 
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□□□ □□□ 
□□□ □□□ 
□□□ 
□ □□□ 



□ □□□ 



NOTE: 



Main key positions same as Windows Enhanced (Figures C-5 or C-6). 



Figure C-7. 7-Button Easy Access Keyboard Layout 

The 8-button Easy Access Keyboard uses the layout shown in Figure C-8 and uses the PS/2-type 
connection. 
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NOTE: 



IVIain Wey positions same as Windows Enhanced (Figures C-5 or C-6). 



Figure C-8. 8-Button Easy Access Keyboard Layout 
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C.2.4 KEYS 

AH keys generate a make code (when pressed) and a break code (when released) with the 
exception of the Pause key (pos. 16), which produces a make code only. All keys with the 
exception of the Pause and Easy Access keys are also typematic, although the typematic action 
of the Shift, Ctrl, Alt, Num Lock, Scroll Lock, Caps Lock, and Ins keys is suppressed by 
the BIOS. Typematic keys, when held down longer than 500 ms, send the make code repetitively 
at a 10-12 Hz rate until the key is released. If more than one key is held down, the last key pressed 
will be typematic. 



C.2.4.1 Special Single-Keystroke Functions 

The following keys provide the intended function in most applications and enviroimients. 

Caps Lock - The Caps Lock key (pos. 59), when pressed and released, invokes a BIOS 
routine that turns on the caps lock LED and shifts into upper case key positions 40-49, 60-68, 
and 76-82. When pressed and released again, these keys revert to the lower case state and the 
LED is turned off Use of the Shift key will reverse which state these keys are in based on the 
Caps Lock key. 

Num Lock - The Num Lock key (pos. 32), when pressed and released, invokes a BIOS routine 
that turns on the num lock LED and shifts into upper case key positions 55-57, 72-74, 88-90, 
100, and 101. When pressed and released again, these keys revert to the lower case state and the 
LED is turned off 



The following keys provide special functions that require specific support by the apphcation. 

Print Scrn - The Print Scrn (pos. 14) key can, when pressed, generate an interrupt that initiates 
a print routine. This function may be inhibited by the apphcation. 

Scroll Lock - The Scroll Lock key (pos. 15) when pressed and released, , invokes a BIOS 
routine that turns on the scroll lock LED and inhibits movement of the cursor. When pressed and 
released again, the LED is turned off and the function is removed. This keystroke is always 
serviced by the BIOS (as indicated by the LED) but may be inhibited or ignored by the 
apphcation. 

Pause - The Pause (pos. 16) key, when pressed, can be used to cause the keyboard interrupt to 

loop, i.e., wait for another key to be pressed. This can be used to momentarily suspend an 
operation. The key that is pressed to resume operation is discarded. This function may be ignored 
by the apphcation. 

The Esc, Fn (function). Insert, Home, Page Up/Down, Delete, and End keys operate at the 
discretion of the application software. 
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C.2.4.2 Multi-Keystroke Functions 

Shift - The Shift key (pos. 75/86), when held down, produces a shift state (upper case) for keys 
in positions 17-29, 30, 39-51, 60-70, and 76-85 as long as the Caps Lock key (pos. 59) is 
toggled off If the Caps Locic key is toggled on, then a held Shift key produces the lower 
(normal) case for the identified pressed keys. The Shift key also reverses the Num Locl< state of 
key positions 55-57, 72, 74, 88-90, 100, and 101. 

Ctrl - The Ctrl keys (pos. 92/96) can be used in conjunction with keys in positions 1-13, 16, 17- 
34, 39-54, 60-71, and 76-84. The application determines the actual function. Both Ctrl key 
positions provide identical functionality. The pressed combination of Ctrl and Break (pos. 16) 
results in the generation of BIOS function INT IBh. This software interrupt provides a method of 
exiting an application and generally halts execution of the current program. 

Alt - The Alt keys (pos. 93/95) can be used in conjunction with the same keys available for use 
with the Ctrl keys with the exception that position 14 (SysRq) is available instead of position 16 
(Break). The Alt key can also be used in conjunction with the numeric keypad keys (pos. 55-57, 
72-74, and 88-90) to enter the decimal value of an ASCII character code from 1-255. The 
application determines the actual fiinction of the keystrokes. Both Alt key positions provide 
identical functionality. The combination keystroke of Alt and SysRq results in software interrupt 
15h, AX=8500h being executed. It is up to the apphcation to use or not use this BIOS function. 

The Ctrl and Alt keys can be used together in conjunction with keys in positions 1-13, 17-34, 39- 
54, 60-71, and 76-84. The Ctrl and Alt key positions used and the sequence in which they are 
pressed make no difference as long as they are held down at the time the third key is pressed. The 
Ctrl, Alt, and Delete keystroke combination (required twice if in the Windows environment) 
initiates a system reset (warm boot) that is handled by the BIOS. 



C.2.4.3 Windows Keystrokes 



Windows-enhanced keyboards include three additional key positions. Key positions 110 and 111 
(marked with the Windows logo ) have the same functionality and are used by themselves or 
in combination with other keys to perform specific "hot-key" type functions for the Windows 
operating system. The defined functions of the Windows logo keys are hsted as follows: 



Keystroke 
Window Logo 
Window Logo + F1 
Window Logo + TAB 
Window Logo + E 
Window Logo + F 
Window Logo + CTRL + F 
Window Logo + IVI 
Shift + Window Logo + IVI 
Window Logo + R 
Window Logo + PAUSE 
Window Logo + 0-9 



Function 

Open Start menu 

Display pop-up menu for the selected object 

Activate next task bar button 
Explore my computer 
Find document 
Find computer 
Minimize all 
Undo minimize all 
Display Run dialog box 
Perform system function 
Reserved for OEM use (see following text) 



The combination keystroke of the Window Logo + 1-0 keys are reserved for OEM use for 
auxiliary functions (speaker volume, monitor brightness, password, etc.). 

Key position 112 (marked with an application window icon H) is used in combination with 
other keys for invoking Windows application functions. 
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C.2.4.4 Easy Access Keystrokes 

The Easy Access keyboards (Figures C-7 and C-8) include additional keys (also referred to as 
buttons) used to streamline internet access and navigation. 

These buttons, which can be re-programmed to provide other functions, have the default 
functionality described below: 



7-Button Easy Access Keyboard: 



Button # 


Description 


Default Function 


1 


Check email 


Email 


2 


Go to community 


Emoney 


3 


Extra web site 


Compaq web site 


4 


Go to favorite web site 


AltaVista web site 


5 


Internet search 


Search 


6 


Instant answer 


Travel expenses 


7 


E-commerce 


Shopping 



8-Button Easy Access Keyboard: 



Button # 


Description 


Default Function 


1 


Go to favorite web site 


Customer web site of choice 


2 


Go to AltaVista 


AltaVista web site 


3 


Search 


AltaVista search engine 


4 


Checic Email 


Launches user Email 


5 


Business Community 


Industry specification info 


6 


Market Monitor 


Launches Bloomberg market monitor 


7 


Meeting Center 


Links to user's project center 


8 


News/PC Lock 


News retrieval service 



All buttons may be re-programmed by the user through the Easy Access utility. 
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C.2.5 KEYBOARD COMMANDS 

Table C-1 lists the commands that the keyboard can send to the system (specifically, to the 8042- 
type logic). 







Table C-1. 




Keyboard-to-System Commands 


Command 


Value 


Description 


Key Detection Error/Over/run 


OOh [1] 
FFh [2] 


Indicates to the system that a switch closure couldn't be 

identified. 


BAT Completion 


AAh 


Indicates to the system that the BAT has been successful. 


BAT Failure 


FCh 


Indicates failure of the BAT by the (keyboard. 


Echo 


EEh 


Indicates that the Echo command was received by the 
keyboard. 


Acknowledge (ACK) 


FAh 


Issued by the keyboard as a response to valid system 

inputs (except the Echo and Resend commands). 


Resend 


FEh 


Issued by the keyboard following an invalid input. 


Keyboard ID 


83ABh 


Upon receipt of the Read ID command from the system, 
the keyboard issues the ACK command followed by the 
two IDS bytes. 



Note; 

[1] IVIodes 2 and 3. 
[2] IVIode 1 only. 



C.2.6 SCAN CODES 

The scan codes generated by the keyboard processor are determined by the mode the keyboard is 
operating in. 



♦ Mode 1: In Mode 1 operation, the keyboard generates scan codes compatible with 8088- 
/8086-based systems. To enter Mode 1, the scan code translation function of the keyboard 
controller must be disabled. Since translation is not performed, the scan codes generated in 
Mode 1 are identical to the codes required by BIOS. Mode 1 is initiated by sending command 
FOh with the Olh option byte. Applications can obtain system codes and status information by 
using BIOS function INT 16h with AH=00h, Olh, and 02h. 

♦ Mode 2: Mode 2 is the default mode for keyboard operation. In this mode, the 8042 logic 
translates the make codes from the keyboard processor into the codes required by the BIOS. 
This mode was made necessary with the development of the Enhanced III keyboard, which 
includes additional functions over earlier standard keyboards. Applications should use BIOS 
function INT 16h, with AH=10h, 1 Ih, and 12h for obtaining codes and status data. In Mode 
2, the keyboard generates the Break code, a two-byte sequence that consists of a Make code 
immediately preceded by FOh (i.e.. Break code for OEh is "FOh OEh"). 

♦ Mode 3: Mode 3 generates a different scan code set from Modes 1 and 2. Code 
translation must be disabled since translation for this mode cannot be done. 
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Table C-2. 

Keyboard Scan Codes 



Key 




Make / Break Codes (Hex) 




Pos. 


Legend 


Mode 1 


Mode 2 


Mode 3 


1 


Esc 


01/81 


76/FO 76 


08/na 


2 


F1 


3B/BB 


05/FO 05 


07/na 


3 


F2 


3C/BC 


06/F0 06 


OF/na 


4 


F3 


3D/BD 


04/FO 04 


17/na 


5 


F4 


3E/BE 


OC/FO OC 


IF/na 


6 


F5 


3F/BF 


03/FO 03 


27/na 


7 


F6 


40/CO 


OB/FO OB 


2F/na 


8 


F7 


41 /CI 


83/FO 83 


37/na 


9 


F8 


42/C2 


OA/FO OA 


3F/na 


10 


F9 


43/C3 


01/FO 01 


47/na 


11 


F10 


44/C4 


09/F0 09 


4F/na 


12 


F11 


57/D7 


78/FO 78 


56/na 


13 


F12 


58/D8 


07/FO 07 


5E/na 


14 


Print Scrn 


EO 2A EO 37/EO B7 EO AA 
EO 37/EO B7 [1] [2] 
54/84 [3] 


EO 2A EO 7C/E0 FO 7C EO FO 12 
EO 7C/E0 FO 7C [1] [2] 
84/FO 84 [3] 


57/na 


15 


Scroll Lock 


46/C6 


7E/F0 7E 


5F/na 


16 


Pause 


El ID 45 El 9DC5/na 
EO 46 EO C6/na [3] 


El 14 77 El FO 14 FO 77/na 
EO 7E EO FO 7E/na [3] 


62/na 


17 




29/A9 


OE/FO EO 


OE/FO OE 


18 


1 


02/82 


16/FO 16 


46/FO 46 


19 


2 


03/83 


1 E/FO 1 E 


1 E/FO 1 E 


20 


3 


04/84 


26/FO 26 


26/FO 26 


21 


4 


05/85 


25/FO 25 


25/FO 25 


22 


5 


06/86 


2E/F0 2E 


2E/F0 2E 


23 


6 


07/87 


36/FO 36 


36/FO 36 


24 


7 


08/88 


3D/F0 3D 


3D/F0 3D 


25 


8 


09/89 


3E/F0 3E 


3E/F0 3E 


26 


9 


0A/8A 


46/FO 46 


46/FO 46 


27 


0 


0B/8B 


45/FO 45 


45/FO 45 


28 




0C/8C 


4E/F0 4E 


4E/F0 4E 


29 




0D/8D 


55/FO 55 


55/FO 55 


30 


\ 


2B/AB 


5D/F0 5D 


5C/F0 5C 


31 


Backspace 


0E/8E 


66/FO 66 


66/FO 66 


32 


Insert 


EO 52/EO D2 
EO AA EO 52/EO D2 EO 2A [4] 
EO 2A EO 52/EO D2 EO AA [6] 


EO 70/EO FO 70 
EO FO 12 EO 70/EO FO 70 EO 12 [5] 
EO 12 EO 70/EO FO 70 EO FO 12 [6] 


67/na 


33 


Home 


EO 47/EO D2 
EO AA EO 52/EO D2 EO 2A [4] 
EO 2A EO 47/EO C7 EO AA [6] 


EO 6C/E0 FO 6C 
EO FO 12 EO 6C/E0 FO 6C EO 12 [5] 
EO 12 EO 6C/E0 FO 6C EO FO 12 [6] 


6E/na 


34 


Page Up 


EO 49/EO C7 
EO AA EO 49/EO C9 EO 2A [4] 

EO 2A EO 49/EO C9 EO AA [6] 


EO 7D/E0 FO 7D 
EO FO 12 EO 7D/E0 FO 7D EO 12 [5] 

EO 12 EO 7D/E0 FO 7D EO FO 12 [6] 


6F/na 


35 


Num Lock 


45/C5 


77/FO 77 


76/na 


36 


/ 


EO 35/EO B5 
EO AA EO 35/EO 85 EO 2A [1] 


EO 4A/E0 FO 4A 
EO FO 12 EO 4A/E0 FO 4A EO 12 [1] 


77/na 


37 


* 


37/B7 


7C/F0 7C 


7E/na 


38 




4A/CA 


7B/F0 7B 


84/na 


39 


Tab 


0F/8F 


OD/FO OD 


OD/na 


40 


Q 


10/90 


15/FO 15 


15/na 



Continued 

([x] Notes listed at end of table.) 
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Table C-2. Keyboard Scan Codes (Continued) 



Key 




Make / Break Codes (Hex) 




Pos 


Legend 


Mode 1 


Mode 2 


Mode 3 


41 


W 


11/91 


1D/F0 1D 


1D/F0 ID 


42 


E 


12/92 


24/FO 24 


24/FO 24 


43 


R 


13/93 


2D/F0 2D 


2D/F0 2D 


44 


T 


14/94 


2C/F0 2C 


2C/F0 2C 


45 


Y 


15/95 


35/FO 35 


35/FO 35 


46 


U 


16/96 


3C/F0 3C 


3C/F0 3C 


47 


1 


17/97 


43/FO 43 


43/FO 43 


48 


0 


18/98 


44/FO 44 


44/FO 44 


49 


p 


1 y/yy 


4U/rU 4U 


4D/F0 4D 


'^n 
ou 


r 
L 


1A/9A 


54/FO 54 




51 


] 


1B/9B 


5B/F0 5B 


5B/F0 5B 


52 


Delete 


EO 53/EO D3 
EO AA EO 53/EO D3 EO 2A [4] 
EO 2A EO 53/EO D3 EO AA [6] 


EO 71/EO FO 71 
EO FO 12 EO 71/EO FO 71 EO 12 
[5] 

bO 1z bU /1/bU rU f\ bU rU 1z 


64/FO 64 


00 




tU 4r/tU Ur 
pn AA pn 4F/pn pf fo 9a fai 

C\J r\r\ CU HriCU Or CU ZM 

Ff) 9A Fft AF/Fn PF FO AA Ffil 


bu by/bu ru by 
Fn Fn 19 Fn rq/fo fo rq fh 19 

EO 12 EO 6Q/E0 FO 69 EO FO 12 

161 
i^j 


001 rv DO 


54 


Page Down 


EG 51/EO D1 
EO AA EO 51/EO D1 EO 2A [4] 
EO @a EO 51/EO D1 EO AA [6] 


EO 7A/E0 FO 7A 
EO FO 12 EO 7A/E0 FO 7A EO 12 
[5] 

EO 12 EO 7A/E0 FO 7A EO FO 12 
[6] 


6D/F0 6D 


55 


7 


47/C7 [6] 


6C/F0 6C [6] 


6C/na [6] 


56 


8 


48/C8 [6] 


75/FO 75 [6] 


75/na [6] 


57 


9 


49/C9 [6] 


7D/F0 7D [6] 


7D/na [6] 


58 


+ 


4E/CE [6] 


79/FO 79 [6] 


7C/F0 7C 


59 


Caps Lock 


3A/BA 


58/FO 58 


14/FO 14 


60 


A 


1E/9E 


1C/F0 1C 


1C/F0 1C 


61 


S 


1F/9F 


1B/F0 1B 


1B/F0 1B 


62 


D 


20/AO 


23/FO 23 


23/FO 23 


63 


F 


21/A1 


2B/F0 2B 


2B/F0 2B 


64 


G 


22/A2 


34/FO 34 


34/FO 34 


65 


H 


23/A3 


33/FO 33 


33/FO 33 


66 


J 


24/A4 


3B/F0 3B 


3B/F0 3B 


67 


K 


25/A5 


42/FO 42 


42/FO 42 


68 


L 


26/A6 


4B/F0 4B 


4B/F0 4B 


69 




27/A7 


4C/F0 4C 


4C/F0 4C 


70 




28/A8 


52/FO 52 


52/FO 52 


71 


Enter 


1C/9C 


5A/F0 5A 


5A/F0 5A 


72 


4 


4B/CB [6] 


6B/F0 6B [6] 


6B/na [6] 


73 


5 


4C/CC [6] 


73/FO 73 [6] 


73/na [6] 


74 


6 


4D/CD [6] 


74/FO 74 [6] 


74/na [6] 


75 


Shift (left) 


2A/AA 


12/FO 12 


12/FO 12 


76 


Z 


2C/AC 


1A/F0 1A 


1A/F0 1A 


77 


X 


2D/AD 


22/FO 22 


22/FO 22 


78 


c 


2E/AE 


21/F0 21 


21/F0 21 


79 


V 


2F/AF 


2A/F0 2A 


2A/F0 2A 


80 


B 


30/BO 


32/FO 32 


32/FO 32 



Continued 

([x] Notes listed at end of table.) 
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Table C-2. Keyboard Scan Codes (Continued) 



Key 




Make / Break Codes (Hex) 




Pos. 


Legend 


Mode 1 


Mode 2 


Mode 3 


81 


N 


31/B1 


31/F0 31 


31/FO 31 


82 


M 


32/B2 


3A/F0 3A 


3A/F0 3A 


83 




33/B3 


41/FO 41 


41/FO 41 


84 




34/84 


49/FO 49 


49/FO 49 


85 


/ 


35/B5 


4A/F0 4A 


4A/F0 4A 


86 


Shift (right) 


36/B6 


59/FO 59 


59/FO 59 


87 




EO 48/EO C8 
EO AA EO 48/EO C8 EO 2A [4] 
EO 2A EO 48/EO 08 EO AA [6] 


EO 75/EO FO 75 
EO FO 12 EO 75/EO FO 75 EO 12 [5] 
EO 12 EO 75/EO FO 75 EO FO 12 [6] 


63/FO 63 


88 


1 


4F/CF [6] 


69/FO 69 [6] 


69/na [6] 


89 


2 


50/DO [6] 


72/FO 72 [6] 


72/na [6] 


90 


3 


51/D1 [6] 


7A/F0 7A [6] 


7A/na [6] 


91 


Enter 


EO 1 C/EO QC 


EO "iA/FO EO "iA 


79/FO 
79[61 


92 


Ctrl (left) 


1D/9D 


14/FO 14 


11/FO 11 


93 


Alt (left) 


38/88 


1 1/FO 1 1 


19/FO 19 


94 




39/B9 




29/Fn 29 


95 


Alt friahtl 




Fn 1 1 /Ffl Ffl 11 


39/na 


96 


Ctrl Triaht^ 


Ffi 1 n/Fn Qn 


Fn 14/Fn Fn 14 


58/na 


97 




Ffl 4R/Fn CR 
EO AA EO 4B/E0 CB EO 2A f41 
EO 2A EO 4B/E0 CB EO AA [6] 


Fn fiR/Fn Fn fiR 
EO FO 12 EO RB/EO Fn RR EO 12r'5l 
EO 12 EO 6B/E0 FO 6B EO FO 12[6] 


61 /FO 61 


98 




EO 50/E0 DO 
EO AA EO 50/E0 DO EO 2A [4] 
EO 2A EO 50/E0 DO EO AA [6] 


EO 72/EO FO 72 
EO FO 12 EO 72/EO FO 72 EO 12[5] 
EO 12 EO 72/EO FO 72 EO FO 12[6] 


60/FO 60 


99 




EO 4D/E0 CD 
EO AA EO 4D/E0 CD EO 2A [41 
EO 2A EO 4D/E0 CD EO AA [61 


EO 74/EO FO 74 
EO FO 12 EO 74/EO FO 74 EO 12r'51 
EO 1 2 EO 74/EO FO 74 EO FO 1 2r61 


6A/F0 6A 


100 


0 


Ro/no rfil 


7n/Fn 70 rfil 


70/na [6] 


101 






71 /Ffl 71 rfil 


71/na r61 

1 1 r 1 1 CI |_ V J 


102 


n3 


7E/FE 


6D/F0 6D 


7B/F0 78 


103 


na 


2B/AB 


5D/F0 5D 


53/FO 53 


104 


na 


36/D6 


61/F0 61 


13/FO 13 


110 


(Win95) [7] 


EO 5B/E0 DB 
EO AA EO 5B/E0 DB EO 2A [4] 
EO 2A EO 5B/E0 DB EO AA [6] 


EO 1 F/EO FO 1 F 
EO FO 12 EO 1F/E0 FO IF EO 12 [5] 
EO 12 EO 1F/E0 FO IF EO FO 12 [6] 


8B/F0 8B 


111 


(Win95) [7] 


EO 5C/E0 DC 
EO AA EO 5C/E0 DC EO 2A [4] 
EO 2A EO 5C/E0 DC EO AA [6] 


EO 2F/E0 FO 27 
EO FO 12 EO 27/EO FO 27 EO 12 [5] 
EO 12 EO 27/EO FO 27 EO FO 12 [6] 


8C/F0 80 


112 


(Win 


EO 5D/E0 DD 


EO 2F/E0 FO 2F 


8D/F0 8D 




Apps) 


EO AA EO 5D/E0 DD EO 2A [4] 


EO FO 12 EO 2F/E0 FO 2F EO 12 [5] 






[7] 


EO 2A EO 5D EO DD EO AA [6] 


EO 12 EO 2F/E0 FO 2F EO FO 12 [6 





Continued 



([x] Notes listed at end of table.) 
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Table C-2. Keyboard Scan Codes (Continued) 



rxey 






MalcP / Rrpnic HnHpQ /I-Ipx) 

IwlCllVC / Dl Calx wWUCS incAi 








IVIUUc 1 


IVIUUc ^ 


IVIUUc O 


Btn 1 


[8] 


bU 1 b/hU yb 


bU lO/bU rU 10 


AC/CA AC 


bin z 


roi 
[8] 


bU ^b/bU Ab 


bU 4b/bU rU 4b 


yo/ru yu 


bin o 


roi 
[8] 


bU ^0/bU AO 


CA ylO/CA CA >IO 

bU 4^i/bU rU 4z 


Ar^/CA Ar\ 

yu/ru yu 


btn 4 


roi 
[8] 


bU ^o/bU Ao 


CA QQ/CA CA OO 

bU oo/bU rU oo 


A A /CA A A 

yA/rU yA 


Rtn 

DIM O 


rni 


Fn 91/Fn A1 

C\J £. I/CU /A 1 




QQ/Fn QQ 


Btn 6 


[8] 


EO 12/EO 92 


EG 24/EO FO 24 


96/FO 96 


Btn 7 


[8] 


EO 32/EO B2 


EO 3A/E0 FO 3A 


97/FO 97 


Btn 1 


[9] 


EO 23/EO A3 


EO 33/EO FO 33 


9A/F0 9A 


Btn 2 


[9] 


EO 1F/E0 9F 


EO 1B/E0 FO 1B 


80/FO 80 


Btn 3 


[9] 


EO 1A/E0 9A 


EO 54/EO FO 54 


99/FO 99 


Btn 4 


[9] 


EO 1E/E0 9E 


EO 1C/E0 FO 1C 


95/FO 95 


Btn 5 


[9] 


EO 13/EO 93 


EO 2D/E0 FO 2D 


OC/FO OC 


Btn 6 


[9] 


EO 14/EO 94 


EO 2C/E0 FO 2C 


9D/F0 9D 


Btn 7 


[9] 


EO 15/EO 95 


EO 35/EO FO 35 


96/FO 96 


Btn 8 


[9] 


EO 1B/E0 98 


EO 5B/E0 FO 5B 


97/FO 97 



NOTES: 



All codes assume Shift, Ctrl, and Alt keys Inactive unless othen/vlse noted. 
NA = Not applicable 
[1] Shift (left) key active. 
[2] Ctrl key active. 
[3] Alt key active. 

[4] Left Shift key active. For active right Shift key, substitute AA/2A make/break codes for 86/36 

codes. 

[5] Left Shift key active. For active right Shift key, substitute FO 12/12 make/break codes 

for FO 59/59 codes. 
[6] Num Lock key active. 
[7] Windows keyboards only. 
[8] 7-Button Easy Access keyboard. 
[9] 8-Button Easy Access keyboard. 
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C.3 CONNECTORS 

Two types of keyboard interfaces are used in Compaq systems: PS/2-type and USB-type. System 
units that provide a PS/2 connector will ship with a PS/2-type keyboard but may also support 
simultaneous connection of a USB keyboard. Systems that do not provide a PS/2 interface will 
ship with a USB keyboard. For a detailed description of the PS/2 and USB interfaces refer to 
chapter 5 "Input/Output" of this guide. The keyboard cable connectors and their pinouts are 
described in the following figures: 



Pin 


Function 


1 


Data 


2 


Not connected 


3 


Ground 


4 


+5 VDC 


5 


Clock 


6 


Not connected 



(D ® 



Figure C-9. PS/2 Keyboard Cable Connector (Male) 



Pin 


Function 


1 


+5 VDC 


2 


Data (+) 


3 


Data (-) 


4 


Ground 



^^^^^^^^ 



Figure C-10. USB Keyboard Cable Connector (Male) 
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Appendix D 

COMPAQ/NVIDIA VANTA LT 
AGP GRAPHICS CARD 



D.1 INTRODUCTION 



This appendix describes the Compaq/NVIDIA Vanta LT AGP Graphics Card used in the standard 
configuration on some models and also available as an option. This card (layout shown in the 
following figure) installs in a system's AGP slot. The Compaq/NVIDIA Vanta LT AGP Graphics 
card (P/N 192174-002) provides high 2D performance as well as 3D capabilities. 



SDRAM 



SDRAM 



SDRAM 



Analog . 
Monitor 
Connector 



NVIDIA 
Vanta LT 
Controller 



SDRAM 



Figure D-1. Compaq/NVIDIA Vanta LT AGP Graphics Card (P/N 192174-002) Layout 



This appendix covers the following subjects: 



♦ 


Functional description (D.2) 


paj 


l& D-2 


♦ 


Display modes (D.3) 




jeD-3 


♦ 


Software support information (D.4) 


page D-4 


♦ 


Monitor power management (D.5) 


paj 


;e D-4 


♦ 


Connectors (D.6) 


paj 


jeD-5 
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D.2 FUNCTIONAL DESCRIPTION 

The Compaq/NVIDIA Vanta LT Graphics Card provides high performance 2D and 3D display 
imaging. The card's AGP design provides an economical approach to 3D processing by off- 
loading 3D effects such as texturing, z-buffering and alpha blending to the system memory while 8 
megabytes of on-board SDRAM stores the main display image. 



Card 
Edge<^ 



AGP 
Bus 



Connector 



NVIDIA Vanta LT Graphics Controller 



AGP2X 
I/F 



Video 
Scalar 



c 



Memory 
I/F 



2D/VGA 




3D Array 


Engine 




Engine 



CRT 
Controller 



250-MHz 
RAM 
DAC 



128-bit 
100-MHz 
Data Bus 



8 MB SDRAM 
Frame Buffer 



VSync 



HSync 
RGB 



Analog 
)■ Monitor 
Connector 



BIOS 
ROM 



Figure D-2. Compaq/NVIDIA Vanta LT Graphics Card Block diagram 



The Compaq/NVIDIA Vanta LT Pro Graphics Card includes the following features: 

♦ 8-MB SDRAM frame buffer using 128-bit 100-MHz access 

♦ AGP 2X transfers with sideband addressing 

♦ 2D drawing engine providing: 

• 3 ROP BtBLT 

• Triangle BLT 

• Stretch BLT 

• Line and poly draw 

• Color expansion 

• Coor conversion and scaling 

♦ 3D rendering engine with: 

• Triangle setup 

• Anistropic filtering 

• Flat and Gouraud shading 

• Trilinear filtering 

• TwinTexel engine 

♦ 250-MHz RAMDAC 

♦ 32-bit Z/stencil buffer ehminates hidden screen portions for faster loading 

♦ 32-bit color for increased image quality 

♦ 30-fps full-screen DVD playback 

♦ Dual-monitor support with a PCI graphics card 
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D.3 DISPLAY MODES 

The 2D graphics display modes supported by the Compaq/NVIDIA Vanta LT Graphics Card are 
Usted in Table D-1. 







Table D-1 . 






NVIDIA Vanta LT Display Modes 




Resolution 


Bits per pixei 


Coior Depth 


IVIax. Refresh Frequency (Hz) 


640 X 480 


8 


256 


85 


640 X 480 


16 


65K 


85 


640 X 480 


24 


16.7iyi 


85 


800 X 600 


8 


256 


85 


800 X 600 


16 


65K 


85 


800 X 600 


24 


16. 7M 


85 


1024 X 768 


8 


256 


85 


1024 X 768 


16 


65K 


85 


1024x768 


24 


16.7iyi 


85 


1152x864 


8 


256 


85 


1152x864 


16 


65K 


85 


1152x864 


24 


16.7iyi 


85 


1 280 X 1024 


8 


256 


85 


1 280 X 1024 


16 


65K 


85 


1 280 X 1024 


24 


16.7iyi 


85 


1 600 X 1200 


8 


256 


85 


1600x1200 


16 


65K 


75 
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D.4 SOFTWARE SUPPORT INFORMATION 

The Compaq/NVIDIA Vanta LT Pro graphics card is fully compatible with software written for 
legacy video modes (VGA, EGA, CGA) and needs no driver support for those modes. 

Drivers are provided with or available for the card to provide extended mode support for the 
current operating systems and programming environments such as: 



♦ 


Windows 98, 95 


♦ 


Windows NT 4.0, 3.51 


♦ 


Windows 3.11, 3.1 


♦ 


OS/2 


♦ 


Qiuck Draw 


♦ 


MS Direct Draw and Direct X 


♦ 


Direct 3D 


♦ 


OpenGL 



D.5 POWER MANAGEMENT AND CONSUMPTION 

This controller provides monitor power control for monitors that conform to the VESA display 
power management signaling (DPMS) protocol. This protocol defines different power 
consumption conditions and uses the HSYNC and VSYNC signals to select a monitor's power 
condition. Table 1-2 lists the monitor power conditions. 









Table D-2. 






Monitor Power Management Conditions 


HSYNC 


VSYNC 


Power Mode 


Description 


Active 


Active 


On 


Monitor is completely powered up. If activated, the inactivity 
counter counts down during system inactivity and if allowed to 
tiemout, aenerates an SIVII to initiate the Suspend mode. 


Active 


Inactive 


Suspend 


Monitor's high voltage section is turned off and CRT heater 
(filament) voltage is reduced from 6.6 to 4.4 VDC. The Off mode 
inactivity timer counts down from the preset value and if allowed 
to timeout, another SMI is generated and serviced, resulting in 
the monitor being placed into the Off mode. Wake up from 
Suspend mode is typically a few seconds. 


Inactive 


Inactive 


Off 


Monitor's high voltage section and heater circuitry is turned off. 
Wake up from Off mode is a little longer than from Suspend. 



The graphics card's maximum power consumption on the AGP bus is listed below: 



Typical current draw @ 3.3 VDC: 1.5 A 
Typical current draw @ 5.0 VDC: 50 mA 
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D.6 CONNECTORS 

There is one connector associated with this graphics card; the monitor connector. 



A NOTE: The graphic card's edge connector mates with the AGP slot connector on the 
system board. This interface is described in chapter 4 of this guide. 



The DB-15 disply/monitor connector is provided for connection of a compatible RGB/analog 
monitor. The Feature connector allows the attachment of an optional card such as a video tuner. 

D.6.1 MONITOR CONNECTOR 




Figure D-3. VGA Monitor Connector, (Female DB-15, as viewed from rear). 



Table D-3. 

DB-15 Monitor Connector Pinout 



Pin 


Signal 


Description 


Pin 


Signal 


Description 


1 


R 


Red Analog 


9 


PWR 


+5 VDC (fused) [1] 


2 


G 


Blue Analog 


10 


GND 


Ground 


3 


B 


Green Analog 


11 


NO 


Not Connected 


4 


NC 


Not Connected 


12 


SDA 


DDC2-B Data 


5 


GND 


Ground 


13 


HSync 


Horizontal Sync 


6 


R GND 


Red Analog Ground 


14 


VSync 


Vertical Sync 


7 


G GND 


Green Analog Ground 


15 


SCL 


DDC2-B Clock 


8 


BGND 


Blue Analog Ground 









NOTES: 



[1] Fuse automatically resets when excessive load is removed. 
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Appendix E 

COMPAQ/NVIDIA M64 GRAPHICS CARD 



E.1 INTRODUCTION 

This appendix describes the Compaq/NVIDIA M64 Graphics Card, which installs in an AGP slot 
and is provided standard in some model configurations and optional for other models. This card is 
available in 16- and 32-MB versions. This appendix covers the following subjects: 



♦ Functional description (E.2) page E-2 

♦ Display configurations (E.3) page E-4 

♦ Programming (E.4) page E-5 

♦ Power management (E.5) page E-6 

♦ Connectors (E.6) page E-7 



Feature Connector 



Analog , 
Monitor 
Connector 



SDRAM 



SDRAM 



NVIDIA 
M64 Pro 
Controller 



SDRAM 



SDRAM 



5 



NOTES: 

179250-002: Card with 16 MB SDRAM 
179250-005: Card with 32 MB SDRAM 



Figure E-1. Compaq/NVIDIA M64 AGP Graphics Card Layout (Compaq p/n 179250) 
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£.2 FUNCTIONAL DESCRIPTION 

The Compaq/NVIDIA M64 AGP Graphics Card is based on the NVIDIA M64 PRO controller. 
This card supports 3D effects such as textiu'ing, z-buffering and alpha blending. The graphics 
BIOS code is contained on-board in BIOS ROM. 



Card 
Edge^ 



AGP 
Bus 



Connector 



VIP 
Connector ^ 



NVIDIA M64 Pro Graphics Controller 



128-bit 
143-MHz 
Data Bus 




16/32 MB 
SDRAM 
Frame Buffer 



Analog 
)■ Monitor 
Connector 



BIOS 
ROM 



Figure E-2. Compaq/NVIDIA M64 AGP Graphics Card Block diagram 



The card includes a VESA-comphant video feature (VIP) connector allowing a video peripheral to 
provide input to the DAC for overlaying a video image on the display. The video/graphics BIOS is 
contained in ROM on the card. The NVIDIA M64 graphics controller contains the features listed 
below: 

♦ 16- or 32-MB SDRAM frame buffer using 128-bit 143-MHz access 

♦ AGP 4X transfers with sideband addressing 

♦ 2D drawing engine providing: 

• 3 ROP BtBLT 

• Triangle BLT 

• Stretch BLT 

• Line and poly draw 

• Color expansion 

• Coor conversion and scaling 

♦ 3D rendering engine with: 

• Triangle setup 

• Anistropic filtering 

• Flat and Gouraud shading 

• Trilinear filtering 

• TwinTexel engine 

♦ 300-MHz RAMDAC 

♦ 32-bit Z/stencil buffer eliminates hidden screen portions for faster loading 

♦ 32-bit color for increased image quality 

♦ 30-fps full-screen DVD playback 

♦ Dual-monitor support with a PCI graphics card 
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E.3 DISPLAY MODES 

The 2D graphics modes supported by the Compaq/NVIDIA M64 AGP Graphics Card and its 
video BIOS are listed in Table E-1. 



Table E-1. 

NVIDIA M64 2D Display Modes 



Resolution 


Bits per pixel 


Color Depth 


Local Memory 
Required 


Max. Refresh Frequency (Hz) 


640 X 480 


8 


256 


16 or 32 MB 


85 


640 X 480 


16 


65K 


16 or 32 MB 


85 


640 X 480 


24 


16.7M 


16 or 32MB 


85 


800 X 600 


8 


256 


16 or 32 MB 


85 


800 X 600 


16 


65K 


16 or 32 MB 


85 


800 X 600 


24 


16.7M 


16 or 32MB 


85 


1024 X 768 


8 


256 


16 or 32 MB 


85 


1024x768 


16 


65K 


16 or 32 MB 


85 


1024x768 


24 


16.7M 


16 or 32 MB 


85 


1 1 52 X 864 


8 


256 


16 or 32 MB 


85 


1 1 52 X 864 


16 


65K 


16 or 32 MB 


85 


1 1 52 X 864 


24 


16.7M 


16 or 32MB 


85 


1 280 X 1024 


8 


256 


16 or 32 MB 


85 


1 280 X 1024 


16 


65K 


16 or 32MB 


85 


1 280 X 1024 


24 


16.7M 


16 or 32MB 


85 


1 600 X 1200 


8 


256 


16 or 32 MB 


75 


1600 X 1200 


16 


65K 


16 or 32 MB 


75 


1600 X 1200 


24 


16. 7M 


32 MB 


75 
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E.4 SOFTWARE SUPPORT INFORMATION 

The Compaq/NVIDIA M64 graphics card is fully compatible with software written for legacy 
video modes (VGA, EGA, CGA) and needs no driver support for those modes. 

Drivers are provided with or available for the card to provide extended mode support for the 
current operating systems and programming environments such as: 

♦ Accelerated drive support for Windows 3.x, Win95, and WinNT 

♦ MS DirectDraw support for Win95, Win98, WinNT4.0/5.0 (DirectX 5/6/7) 

♦ MS ActiveMovie support for Win95 , Win98 , WinNTS .0 

♦ MPEG- 1 software playback for Win95 and Win98 

♦ MS Direct3D support for Win95, Win98, WinNTS .0 

♦ OpenGL support for WinNT4.0/5 .0 

♦ Heidi support for WinNT 

♦ ATI 3D GIF support for DOS 



E.5 MONITOR CONTROL 

This controller provides monitor power control for monitors that conform to the VESA display 
power management signaling (DPMS) protocol. This protocol defines different power 
consumption conditions and uses the HSYNC and VSYNC signals to select a monitor's power 
condition. Table E-5 lists the monitor power conditions. 









Table E-5. 






Monitor Power Management Conditions 


HSYNC 


VSYNC 


Power Mode 


Description 


Active 


Active 


On 


IVIonitor is completely powered up. If activated, thie inactivity 
counter counts down during system inactivity and if allowed to 
tiemout, generates an SMI to initiate tfie Suspend mode. 


Active 


Inactive 


Suspend 


Monitor's high voltage section is turned off and CRT heater 
(filament) voltage is reduced from 6.6 to 4.4 VDC. The Off mode 
inactivity timer counts down from the preset value and if allowed 
to timeout, another SMI is generated and serviced, resulting in 
the monitor being placed into the Off mode. Wal<e up from 
Suspend mode is typically a few seconds. 


Inactive 


Inactive 


Off 


Monitor's high voltage section and heater circuitry is turned off. 
Wake up from Off mode is a little longer than from Suspend. 
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E.6 CONNECTORS 

The ATI RAGE IIC graphics card contains two connectors: the monitor (display) connector for 
attaching a CRT display and a multimedia connector for attaching multimedia peripherals such a 
TV or other video cards. 



E.6.2 MONITOR CONNECTOR 

There are two connector types associated with the graphics subsystem; the display monitor 
connector and the graphics memory expansion connectors. 




Figure E-3. VGA Monitor Connector, (Female DB-15, as viewed from rear). 



Table E-6. 

DB-15 Monitor Connector Pinout 



Pin 


Signal 


Description 


Pin 


Signal 


Description 


1 


R 


Red Analog [1] 


9 


+5 VDG 


+5 volts (fused) 


2 


G 


Blue Analog [1] 


10 


GND 


Ground 


3 


B 


Green Analog [1] 


11 


Mon. ID 


Monitor Identification 


4 


Mon ID 


Monitor Identification 


12 


SDA 


DDC2-B Data 


5 


GND 


Ground 


13 


HSync 


Horizontal Sync 


6 


R GND 


Red Analog Ground 


14 


VSync 


Vertical Sync 


7 


G GND 


Blue Analog Ground 


15 


SCL 


DDC2-B Clock 


8 


BGND 


Green Analog Ground 
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E.6.3 VIDEO INTERFACE CONNECTOR 

A video interface is provided through a 26-pin header that complies with the VESA standard 
feature (VSFC) connector VIP specification 1.1. This interface supports streaming of ITU-R Bt656 
data (YCrCb 4:2:2 data) at up to 60 MB/s (i.e., using a 60 MHz clock). 

Figure E-4 shows the video interface connector. 



Y1 



Y13 



ooooooooooo 
oooooooooo 



Z1 



Z12 



Figure E-4. Video Interface Connector (26-Pin Header) 



Table E-7. 

Multimedia Interface Connector Pinout 



Pin 


Signal 


Description 


Pin 


Signal 


Description 


Z1 


GND 


Ground 


Y1 


PO 


Pixel Data 0 


Z2 


GND 


Ground 


Y2 


PI 


Pixel Data 1 


Z3 


GND 


Ground 


Y3 


P2 


Pixel Data 2 


Z4 


EVIDEO- 


Overlay Enable 


Y4 


P3 


Pixel Data 3 


Z5 


ESYNC- 


External Sync Enable 


Y5 


P4 


Pixel Data 4 


Z6 


EDCLK 


External Clock Enable 


Y6 


P5 


Pixel Data 5 


Z7 


SDA 


Serial Data 


Y7 


P6 


Pixel Data 6 


Z8 


GND 


Ground 


Y8 


P7 


Pixel Data 7 


Z9 


GND 


Ground 


Y9 


DCLK 


Pixel Data Clock 


Z10 


GND 


Ground 


Y10 


BLANK 


DAC Output Blanking 


Z11 


GND 


Ground 


Y11 


HSYNC 


Horizontal Sync 


Z12 


SCL 


Serial Clock 


Y12 


VSYNC 


Vertical Sync 


Z13 




KEY 


Y13 


GND 


Ground 
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Appendix F 

AMI BIOS ERROR CODES 



F.1 INTRODUCTION 

The table below lists and describes error codes and/or messages that are provided by systems 
running American Megatrends Inc. (AMI) Basic Input/Output System (BIOS) firmware version 
1.03 are listed in Table F-1. Refer to chapters 2, "Features" section 2.2 for identifying specific 
systems running AMI BIOS. 





Table F-1. 




AMI BIOS Error Codes 




npef^rintinn 


oM^u trroi 


An error occurred with Gate-A20 when switching to protected mode during 




LI Ifcr IllclllUiy LcbL. 


r II. IvIdbLcl \ dlUi 


r\\ ilH coqH coot/"!!" fr/^irvi thiii f^/^rrcicnf'mHlnn 
OUUlU IIUL lUctU oUOLUl IIUIII LI lU OUI 1 cbpUl lUII IL) UllVc:. 


Pri QIawo Mnn Frmr 
nil. OldVc n U U QIIUI 


Odl 1 Ic do dUUVc. 


Qor« ^ylactor HRR ^rrrtr 
OcLi. iVIctolcl nL/L/ C\\\j\ 


Odrim do dUUVc. 


Qpp Qlax/p Hnn Frrnr 

Oc^O. OlctVt? i\\-t\-t ^IIUI 


OdlMc do dUUVt;. 


Pri K/lQctfir Rriv/o ATAPI 
rll. iVldbltJl UIIVc MIMrl 


OUI 1 c^bpUl lull Ullvc lo ilUL dl 1 MIMr 1 Ullvc. riUII OcLUp LU UcLclllllllc UIIVc 


I npn m nnti hi p 

II II^UI 1 l|JclUUIt:7 


Lypc dl lu oui 1 1 i^ui diiui 1. 


Pri '^lavp Drivp-ATAPI 


odiiic do duuvt^. 


Inpomnatihip 




Sec. Master Drive-ATAPI 


Same as above. 


Incompatible 




Sec. Slave Drive-ATAPI 


Same as above. 


Incompatible 




A: Drive Error 


No response from diskette drive. 


B: Drive Error 


No response from diskette drive. 


Cache Memory Error 


Error occurred during L2 test. 


CMOS Battery Low 


Battery may need to be replaced. 


CMOS Display Type Wrong 


Display detected is different from type stored in CMOS. Run setup. 


CMOS Checksum Bad 


CMOS memory may be corrupt. Run Setup to reset values. 


CMOS Settings Wrong 


CMOS values have changed since last boot (corrupt or battery low). Run 




Setup to reset and/or check. 


CMOS Date/Time Not Set 


CMOS values are invalid. Run Setup to reset/check. 


DMA Error 


Error during read/write test of DMA controller. 


FDC Failure 


Error while trying to access diskette drive controller. 


HDC Failure 


Erro while trying to access hard drive controller. 


Update Failed 


NVRAM was invalid and could not be updated. 


Unlock Keyboard 


Keyboard lock was engaged. 


Keyboard Error 


Error in keyboard connection. 


Keyboard Interface Error 


Keyboard interface test failed. 


Timer Error 


Timer test failed. 


Memory Size Changed 


Memory size has changed since last boot. 


SPD Device Data Missing... 


System memory does not 


No Boot Device Available 


System did not find a boot device. 


Off Board Parity Error 


A parity error occurred on an off-board card. Address is displayed. 


On Board Parity Error 


A parity error occurred on an on-board card. Address is displayed. 


Parity Error 


A parity error occurred in on-board memory. Address is displayed. 


NVRAM/CMOS/Password 


NVRAM, CMOS, and passwords have been cleared. System should be 


Cleared by Jumper 


powered down and jumper removed. 
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INDEX 



3D effects, D-2 

abbreviations, 1-3 

AC97 link bus, 5-27 

Accelerated Graphics Port (AGP), 4-10 

acronyms, 1-3 

AGP, 4-10 

Alert-On-LAN, 5-32 

AMR, 5-31 

AOL, 5-32 

AOL requirements, 5-33, 5-35 
APIC, 4-16 

APM BIOS support, 8-23 
arbitration, PCI bus master, 4-6 
ASCII character set, B-1 
audio, 5-25 

audio controller (AC97), 5-27 

audio subsystem, 2-19 

audio/modem riser (AMR), 5-3 1 

backplane, 2-7 

battery replacement, 4-22 

BIOS, AMI, F-1 

BIOS, ROM, 8-1 

blmking LED, 7-3 

boot block ROM, 8-2 

cable lock, 4-34 

CAS latency, 3-5 

Celeron processor, 2-14, 2-15, 3-2 

chipsets, 2-16 

Client Management, 8-16 

CMOS, 4-22 

CMOS, archive, 4-24 

CMOS, clearing, 4-23 

CMOS, restoring, 4-24 

codec, audio, 5-28 

Configuration Cycle, 4-4 

configuration cycle (PCI), 4-4 

configuration memory, 4-22 

configuration space (PCI), 4-5 

Connector 

AGP bus, 4-14 

AMR, 5-31 

Audio, CD, 5-26 

audio, headphones out, 5-25 

audio, line in, 5-25 

audio, line out, 5-25 

Audio, Mic In, 5-25 



Audio, Speaker, 5-26 
diskette drive interface, 5-7 
display (VGA monitor), 6-6, D-5, 5 
game/MIDI interface, 5-10 
IDE interface, 5-3 
IDE/diskette drive power, 7-5 
keyboard/pointing device interface, 5-20 
parallel interface, 5-14 
PCI bus, 4-9 

serial interface (RS-232), 5-8 
Universal Serial Bus interface, 5-24 
Video Interface, 6 

connector locations, 2-10 

cooling, 4-36, 4-37 

core voltage, 3-2, 3-3, 7-7 

DIMM, 3-5 

DIMM detection, 8-5 

DIMM support, 8-19 

diskette drive interface, 5-4 

display modes, D-3 

display modes, 815E-based, 6-4 

DMA, 4-19 

DMI, 8-20 

drive fault prediction, 8-19 
East Access keys, C-10 
Easy Access keyboards, C-7 
effects, 3D, D-2 
EIDE interface, 5-1 
Enhanced Parallel Port (EPP), 5-12 
error codes, AMI BIOS, F-1 
events, wake up, 7-4 
expansion card cage, 2-7 
Extended Capabihties Port (ECP), 5-12 
FC-PGA370 (package), 3-4 
features, standard, 2-2 
flash ROM, 8-2 
flip-chip package, 3-4 
game interface, 5-10 
general purpose I/O, 4-39 
GPIO, 3-2, 3-3, 4-39 
I/O controller, 4-41 
graphics card, NVIDIA M64, E-1 
graphics card, NVIDIA Vanta LT, D-1 
graphics subsystem, 2-18, 6-1 
graphics, 3D, D-2 
graphics, 815E-based, 6-2 



Hard drive activity indicator, 4-42 

hardware monitor, 4-42 

header, 2-10 

health monitor, 4-42 

Hub link bus, 4-7 

I/O controller (LPC47B34x), 4-40 

I/O map, 4-38 

IDE interface, 5-1 

IDSEL, 4-4 

index addressing, 1-2 

interface 

audio, 2-19, 5-25 

diskette drive, 5-4 

IDE, 5-1 

keyboard/pointing device, 5-15 

parallel, 2-17,5-11 

serial, 2-17, 5-8 

USB, 2-17, 5-21 
mtemipts 

maskable (IRQn), 4-15 

nonmaskable (NMI, SMI), 4-17 
interrupts, PCI, 4-7 
jumper, 2-10, 4-23 
key (keyboard) functions, C-8 
keyboard, C-1 

keyboard (micro)processor, C-2 

keyboard layouts, C-5 

keyboard, USB, C-4 

keyboards. Easy Access, C-7 

keys, Easy Access, C-10 

keys, Windows, C-9 

LED indications, 4-35, 4-36, 7-3 

LED, HD, 4-42 

LED, Power, 4-42 

low voltages, 7-7 

LPC bus, 4-7 

LPC47B34X I/O controller, 4-40 
mass storage, 2-17 
memory detection, 8-5 
memory map, 3-7 
memory, system, 3-5 
memory, system (RAM), 2-17 
microphone, 5-25 
MIDI, 5-10 
MMX, 3-2 

monitor power control, 6-5, D-4, E-4 

mouse interface, 5-17 
Multimedia interface connector, E-6 
network interface controller, 5-32 
network support, 5-32 

NIC, 5-32 

notational conventions, 1-1, 1-2 
NUM lock, 3-5 
option ROM, 4-7 
options, 2-3 



parallel interface, 2-17, 5-11 
password, clearing, 4-23 
password, power-on, 4-33 
PCI bus, 2-17, 4-2 
PCI Configuration Space, 4-5 
PCI interrupts, 4-7 
Pentium II, 2-16 
Pentium II processor, 2-14 
Pentium III processor, 3-3 
PHY, 5-32 

Plug 'n Play, 2-2, 2-17,8-19 

Plug 'n Play BIOS function, 8-19 

power button, 7-3 

Power Button Override, 4-24 

power consumption, graphics card, D-4 

power distribution, 7-5 

Power indicator, 4-42 

power management 

ACPI, 4-35 

PCI, 4-7 

power management BIOS function, 8-2 1 

power supply, 7-1 

power supply assembly, 7-2 

power-on password, 4-33 

PPGA370, 3-2 

processor 

Celeron, 2-15, 3-2 

Pentium III, 2-15,3-3 
processor upgrading, 3-4 
processor, Celeron, 2-14, 3-2 
processor, Pentium II, 2-14 
programming 815E-based graphics, 6-5 
RAM, 2-17 
reference sources, 1-1 
remote flashing, 8-2 
remote sense alert, 5-34, 5-35 
restoring CMOS, 4-24 
ROM BIOS, 8-1 
ROM flashing, 8-2 
ROM, option, 4-7 
RS-232, 5-8 
RTC, 4-22 

scan codes (keyboard), C-1 1 
SDRAM, 3-5, D-2, E-2 
security functions, 4-33 
security, interface, 4-34 
sensor, thermal, 4-36, 4-37 
serial interface, 2-17, 5-8 
Setup utilities, 8-6 
sideband addressing, 4-11 
signal distribution, 7-8, 7-9 
SIMD, 3-2, 3-3 
SMBIOS, 8-20 
SMI, 4-18 
specifications 



electrical, 2-19 

environmental, 2-19 

physical, 2-20 

power supply, 7-10 
Specifications 

48x CD-ROM Drive, 2-21 

Audio subsystem, 5-30 

Diskette Drive, 2-20 

Hard Drive, 2-22 
specifications, system, 2-19 
SSE, 3-3 

status, LED, 4-35, 4-36 
system board, 2-10 
system ID, 8-18 
system memory, 2-17, 3-5 
system resources, 4-15 
system ROM, 8-1 

system status indications, 4-35, 4-36 
TAFI, 4-37 



temperature status, 8-19 
thermal sensing, 4-36, 4-37 
typematic, C-8 

UART, 5-8 

Universal Serial Bus (USB) interface, 5-21 

upgrading 815E-based graphics, 6-6 

upgrading, BIOS, 8-2 

upgrading, processor, 3-4 

USB interface, 5-21 

USB keyboard, C-4 

USB legacy support, 8-27 

USB ports, 2-17 

voltage, core, 3-2, 3-3, 7-7 

wake up (power), 7-4 

wake up events, 7-4 

Wake-On-LAN, 7-4 

Windows keys, C-9 

WOL, 7-4 

ZIP socket, 2-15 
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